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The Vampire Gate proved to be a unique and concise work on 
the foundations and theories of Vampyric Magick as taught in 
I he Black Order of the Dragon. As that book was published, my 
work with the Guild continued along with The Order of 
Phosphorus. The aspects of Vampirism contained here are not 
specifically or intentionally malice or negative ~ these of course 
are opinions held by those wanting to embrace the vampiric, vet 
putting on what Anton Szandor LaVey called 'The Good guy 
badge". Those who want to subscribe to the safe standards of 
judeo-Christian Guilt and white-bunny pseudo-happiness, she 
Vampyre Magick, an extreme gnosis which places the 
Luciferian at the center of the predatory spiritualist paradigm - 
affirms the beast like and warlike angelic aspect of the self - to 
embrace it and shape it to your Will and to use the primal 
darkness as a cloak of empowerment. The Akhkharu grim 01 re 
does not endorse bloodletting or sacrifice, nor malice or harm to 
others. What it does endorse is thinking as a Goddess or God 
and using the balance of Darkness and Light to seek the path of 
continued existence in time. 

Part T hree will prove meaningful to those Luciferians who seek 
a path of Lilithian Satanism or rather - Luciferian Vampyrism. 
The Lilith ritual of Magna Mater Daemonum is not merely a 
Vampire ritual - it is the compliment - the very equal to the 
AzaTucel working. Those females who conduct the devotionals 
of the Rite of Magna Mater Daemonum will find it explosive 
and powerful to their own li ves as women and Luciferians. 

This grimoire is a foundation for those who wish to explore the 
Vampyric-Luciferian perspective - mv study and practice of 
ancient Chaldean, Persian, Babylonian and Sumerian 
demonology has given a primal foundation of the Draconian 
Black Flame - the essence of Tiamat and the path against all 

others. 

The Qlippothic Workings will prove useful to those wishing to 
expand their Luciferian perspectives of the world of matter - 
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1 he Wimpy re is a night-born predatory spirit which is 
hmt ot the desire ot the Luciferian Mind. The 
Nam pyre M&gickian who practices and retint's his or 
her own consciousness with techniques of Yoga, 
meditation and control will focus the mind to take the 
form he or she wishes bv night - to dram Energy from 
the Aura ot another human. Predatory Spiritualism is 
the practice ot Energy Wimpy rism - the goal is using 
such energy tor continued retiuing and God-Goddess 
creation techniques. \OX is a word representing this 


prtvess. 
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between Vampyric Magick and 
" * d,f 5TLndKhat the differences actually 

. rJiSSIi r~ •*>"*■ » 

<*«? is a ™ w " . ' . Q , rcerv 

S(Syis from a word which means to encircle , to 

or control spirits. Sorcery is the art of 
eartrolling subconscious created and non- 
yhon'.oous treated elemental* and spr its to serve 
your Will, your desire. It is the art of transformation 
Mo a Therionick, or beast form. Consider the imagery 
of demons, thev almost always have numerous animal 
and repiiJe party 

Magick in the Luciferian and Vampyric sense means to 
ascend and transform into divine consciousness, to be 
as te Adversary. As vou can se*-, the differences are 
summarized in the approach. 

You see, Luc if Brians and Left Hand Path practitioners 
OTieider those practicing the narrow-minded practices 

Hand Path or White Magic as being 
fwf *f- Ioathm g- These types embrace a 
be ’S"*" 810 " ascend " into Godhead, to 

"greater" by title. VVhitJ'u5 S ° methin 8 Perceived as 
their power from Magic practitioners “borrow" 

do they know it j s L'" 8 pe ' Ce,v ‘‘ d as greater, little 
subject their will u, , t made heater when they 

hudferlans and Vam™» . 

Wantin « more than ”‘>\ V“edy. Greed is 

* Luc,feri ans NI-l-.C ‘ 

as their own 





affirmed Gods. Luciferians and Vampyre Magickiang 
do not * borrow" magickal power, thev TAKE IT FOR 

THEMSELVES! t- ^ ^ 

That is the difference. 

From their own moral standpoint - which is a greater 
"evil", foundational belief that gives affirmation to 
blend the soul into something you forfeit vour own 
individual Mind and Will to, not knowing the 
consequence? is this no different from the mouse 
trusting the serpent who is to use it for substance and 
growth? Is the lesser "evil" loving the self and 
consciousness and seeking to remain individual, 
independent and strong? To know balance you have to 
experience and master the darkness - this is what the 
Gods have created all from - DARKNESS. You must 
develop your inner Fire (i.e. Black Flame) to create 
vour desire from darkness itself. 

J 

Slaves cower from the darkness, sheep who want 
something stronger to take care of them. 

Luciferians embrace the darkness and use their own 
light to shape their w f orld here and now. 

This is the difference between Luciferians and others 
who practice Right Fland Path or White Magick. 

A WORD OF WARNING: 

THE VAMPIRE GATE - The Vampyre Magickian is 
controversial in design and nature, it is not specifically 
a part of every Luciferian thought-pattern or practice. 









m p,nt for those who seek a more 
This gri moire is me of the possibility of 

STslaskto rr«™-ed 

"“Tlj empoi-frinp 'el may tind issue 

-*~S^ogy »< Vampvrie 

ihoTtoiue «™S 1 ' » become through it 

SS5 WITCHCRAFT, BOOK OF THE WITCH 
MOON and LIBER HVHl - all three make specihc 
reference to the type of magickal practice here - some 
may find the ciphers which lead one to the threshold 

of the Crooked Serpent, 


VAMPYRISM WARNING: this book is a grimoire. It 
gives practical instructions on the possibility of 
sorcerous practice from a Luciferian perspective. It is 
not evil or simply destructive. The most powerful 
message that can be received in this work is that of 
creation. The Yampyre Magickian should create as 
opposed to destroying. The author and publisher 
accept no responsibility for use/ misuse of this book. 


VAMPYRISM & THE ASTRAL PLANE 



This book will introduce you to the modem relevance 
and the possibility of the reality of vampirism. This j 
practice of vampirism is based on the Nietzsche and I 

Darwin foundations of survival of the fittest. The ] 

Yampyre Magickian as it is defined here is within the 
realm of the Luciferian ideology and practice outlined 
in LUCFERIAX WITCHCRAFT, LIBER HVHl and 
BOOK OF THE WITCH MOON. This dark magickal 
path is not necessarily a path which all Luriferians 
must seek, but if the spirit is within them, they may do i 
so. 

This ideological process stands on the foundations 
that: 

1. Y ou are the onlv God that is. 

2. All Deific Masks, Archetypes, powers or spirits j 
must manifest through you. Therefore, to remain 

in your consciousness, you must be the strongest 
to keep your foundation identity. See #1- 

3. As a Luciferian vour primary focus is the . 
retention of knowledge that through experience j 
it becomes wisdom, with that the assumption ot i 
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..,1,1 o! the au, as his element U Air just 

,, nit e I ilith; iddltanilly he is the bringer of 
I„ ,s his direction is the east. Lucifer as a vampyric 
« Ahrtman the Prince of Darkness. I Its wisdom 

* infernal and is hidden. 


,\li symbol ism ol Vampyrisro Of Vampirism 3S it is 

u*Ued i IK -live of the spirit and astral piano. The 
name Luctfuj < means "Fly the Light" and reflects the 
nocturnal nature ol many I .uciterian spirits. Just as 
Lucifer was tin* brightest of angels, upon his initiation 
and fall he was encircled in darkness. Thus he has the 


highest aitkulation and knowledge, the deviation and 
pSSWseness of the darkest aspects, l ie is both beast 
and serpent arid he may take many forms as well 
Lucifer is Proteus and changes at will. 


A h 


Ihr Astral plane when 
''mg and challenging 

be willing to trust your 

snow yourself. 





will provide an 
experience. You 
ts and above all 


*^r smayexNeii,, 't'o^i iik» - .. 

P ^ ss throug h walls and enter dm l 



places juM a 1 , .i spirit, this n| COWM depends on tlu 
initiatory level ol the Vwnpym Magukian Much t a 
this type of practice will indeed take lum .md turns to 
achieve. 


Projecting your consciousness out ol your body can be 
.1 t t ightening experience at first. Learn to control your 
breathing, heart rate and to trust your instincts. This 
will provide you with a powerful method of practice 
and more than anything help achieve results. 

As you enter the astral plane, your mode ol torus is of 

mr 

course consuming energy in this state. As your 
consciousness moves out of your physical shell, you 
will no doubt be exposed to the astral plane as it is. 
There is no set or defined elements within the astral 
plane - there are predators though. In this initiatory 
process, you will align your mind set as a Vampyr* 
Magickian or Sorcerer, thus creating the part for you to 
become a predator yourself . 

Your physical body is surrounded and connected by 
an astral body. This is slightly larger than the physical 
and can be seen in ritual settings, some typo Of 
photography and by certain settings of light. The astral 
body is affected by the food, mental state, psychical 

health and more. 

I.- . ■ i nkucir'allu v/nn need not be in tfM 

It you are impaired pm Mcauy# you u 

astral plane. This is the process ot developing the " 1 ■ 
Those who utilize the ritual practice of shape slattm,. 
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,^|g| p Jose •' x" l io turns (A-D, 203-2^1 define 

v;v> t o' v't our wm\o'v Nhi o titev max or tv H 

iU, thee *f* Important in our study ^ 

ikx* ot j*M«c«ve practice: 

t IVHotkiof Matter. 

ITv sxii wobd or spirit of the matem 
universe, This iixis downward into matter. 

* The Higher Spirihwerid. that looks upward 
I'h ' "xHiki he defined in Luciferian Witchcraft 
Vaiuori, or the Higher Intellect - Hoh 
Guardian Angel vxr the Ltiithtan Daemon - the 
Ritual v>t Magna Mater Daemon urn 

4 °r the etemtl btessednnfc in short - no! 
p’upspintual nirvana but in Luciferian term? 

”** mat '"Mnv ana spiritual! v. 
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com entiooal understanding of The v\iw Iwiv ny Ou 
v>« Astral Kneigx Understanding the concept and 
sf\ui\ of this process is fully made manifest in the 
process ot x ampirism and the absorbing v't energy. 


vn is the bar bastem eoueept of spiritual life tow or 
energy. This word is common!v referred to or reiatx\i 
tv' the word air which can mean astral energy as uelt 
One of the earliest mentioning of gh is in the Analects 

of Confucius eom po a td around 4^ B\ The concept 
v'f C?i or v hi is indeed liUTivath the essence v't life 


itself In the practice of Toga, specifically Ahrimante 
Yoga the l ucitvfian controls the flow of lifehreath 
throughout their Kxix grow ing stronger from refining 
the flow v>f this energy through the different chakras 

V- 'm y ’ 

While Oi can be controlled it is a part v't the um\ ersc 
anvi thus may be absorbed ami used magickaih 


O xx as written alvut b\ the Chinese philosopher Mo 
Di and novivuis \apv>rs that would arise fn>m a cor^'se 
were it not buried deep enough, later on C was 
unviershxxi as Iviug a pa t v't everything in the 
material and even spiritual world. 

Ci was best unviershwi as the energx surrounding the 

human Kxix slightly la: get than the oh\ s-cal Kxlx xA 

is the etheric Kxix the astral essence which maintains 

* ^ 

the human Kxix . it can K dinxth contrv'bed b\ tK' 

m 

mind, Psvchic vnvrgx v'r the energx sum > uixi: '.g the 
human Kxix is transferred from w Kit xv c v\it h' erx rgx 
threxigh resting or sUvpmg. \\ !x n a \ anipx re Kxxis in 










, t night, they are gaining a replenished 

:S'm 3 energv- which is very pure. 

The Luciferian day to day ft* 

Z ^foundation for those beyond any specific 

lagical practice to establishing a workmg mrnd set i n 
nredatorv spiritualism. 


Th e Luciferian understands that devouring spiritual 
energy is a powerful aspect in magick, it is easily 
validated from a subjective experience, yet such power 
comes with a price. If you abuse it, no doubt will you 
find much loss and pain on the path - you will in turn 
be devoured. 


Vampirism is a predatory spiritual path - yet it is not 
an absolute. Luciferians as predators or Vampyre 
Magicians are able to hold lasting relationships - we 
do not prey on each other - we don't harm people or 
act outside of the laws of our government. Luciferians 
enjoy life - we want more of it. 


Theosophist 


— nouai Douy is developed oasea 
WilfHfT 6 an ^ ^ e ' a vampire may be created b 
Miirh l k** 8 and deve loped craving. The Vamp; 
"ill utill2e a similar process to affirm 

'•mX i ; n!fo r > h “ doming an as, 
predator 6 m eren ^ a nd core-driven spirit 


r H E I 1 F E R I A N CREED 



I am a Luciferian and of Seba and Set. 

1 am a vessel of Ahriman and Az. 

I worship my own self-progressing divinity. 

I deny all religions which would sacrifice the sense of 

"I". 

I recognize that religion must start within and be a 

mirror of my desire. 

I affirm my Body as a Temple of Darkness and Fire. 

I affirm my Soul as the Daemon-God upon the Throne 

in this Black Tower. 

The Twin Serpents are my key to continued vitality 

and initiation, 

I will seek to raise and then create my desire upon 

earth. 

I recognize my Eye is but the Eve of Set, 

That as the Serpent I shall command my presence 

upon earth. 

I shall be a manifestation of the ArchDaevas upon 

earth. 

My actions will be thought out and 1 will exercise my 

Will in each action. 






I re 



Urvan 


** is no other God than myself. 

1 am the Serpent 

arneretat me nemah'ya I - 0 worship my manorial 



, i \ I - il shall raise up the Daemon 

Vangh Daeva u7,di I 

b untlun) 


THE BLACK ORDER OF THE DRAGON 

Creed of Darkness 



We drink from the Sun at Midnight the blood congealed 
under a pale moon. We drink from the ecstasies of the 
Qlippoth,, and leave strengthened and whole. We seek to go 
forth in the night in the form of the beast drinking from the 
waters under the Moon. We devour paradise and bath in the 

blood of the moon. 

Our brothers are Yatus, Sorcerers of Ahrimatuc Witchcraft , 
our sisters are Pairikas, daughters of AZ. We are the People 
of the Lie (Druj), toe are the those of demon-flesh - aicakened 
and ancient, forever seeking to further illuminate the Black 
Flame. Our religion is Sorcery, that which is ensorcelled by 
our practice ofYatuk-Dinoih (Witchcraft }. Life is the grtat 
gift ofAhriman, as isolate consciousness (the soul or psyche) 
is separate from the Natural Order. The BLACR ORDER 
OF THE DRAGON is entirely spiritual in nature, aimed at 
the theory of gaining immortality via the psyche. It is the 
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hastier,.ofu-hen the spirit and flesh ar e 

Xoneer with > ns, % ht n " d determi,w >>on. 
of tke serpent is the Eye which hides with,, 

the flesh. 

■ u *, rower Ch an. of nothingness and silence.. 
^^SZe which captivates and announces the 

‘ mastery of presence. 

u k the Spirit of Light which is self-illumination, the Black 
r | : Flame. 

, m jf ^ teacher commanding and striking down the ego. 
The Ludfenan realizes the ego must be stripped and burnt 
com to meal the Black Flame of Immortal Being. This 
'being* or “Serpent fire within is always imitating, 

changing, becoming. 

Tne serpent then enscrcels the spine to become the 

foundation of Leviathan.. 

m‘ a* 

Lucifaian MR is the Safari , which is an endless chalice 

blood of fire... 

* m- 

Van may sip dm venom of this cup yet you shall never take 

j-'R'l:', •' > i i your fill. 

^ ■* ’ 

As tu st’.; :s always progressing and mutating into a 

Godlike Being 
repent hungers for more... 
u become the feast of the shades of the void- 
J hose who Become are the Avatars of Set's endless power e 

being., 

® s flesh.... 

srrrv^! Sfu* which cloaks the hunger of struggle- 

n* 'hat .< *1 i shn u h idt directs the gaze of the Eye- 
ritoLo-j wiled Trshna, to fall into the 
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s form become darkness, 
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That spark within to awaken the senses. 

From which as shadow do I fall into nothingness 
To reach a cup to sate the deepest thirst 
To then discolor the Fizv Flames of Angra Mainyu 
And servitors of the void join in my being... 

To awaken and rise from the Sea.. 

The take my Divine Leadership upon the Earth... 
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luciferian will and immortality 



The Will of the Luciferian is essential in the 
development of the mind and body of tiie practitioner 
of vampirism. Tire Black Order of the Dragon 
recognizes both the masculine and feminine demonic 
archetypes of the path of Luciferian Witchcraft, namely 
Samael and Lilith. In the auspices of the \ ampyric 
Path, it is Ahriman (the Black Dragon) and Tiamat (the 
Red Dragon). While Tiamat in this aspect is the 
primordial form of Lilith, she appears " Black from the 
wisdom of endless time. It is that Samael, Lilith and 
Leviathan are joined in primal union - hence Tiamat is 
the collected Sumerian Adversary. She is the mother of 
darkness, dragons and vampirism. 

Vampirism is a concept which begins in the 
subconscious. It is a power which hungers, that which 
seeks to consume all. It has no concern for rules or for 
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it is the essence of the I.nv ot u u 

the *p«ritual^ vs - _ . s re | a tod to A/, or I .ihth 

talon tins ver> . • ( j u , hunger tor coming 

symbolically ' phvsll , 1 | or spiritual vv " rUI - I'his 

'manifest in our desift* to **hk*vo onrgo. 

;t x ’ nnwss life and to become masters of 

til IS ^ 




is win- till' symbols in 1 lu ilori.,., 

: his r 1 JX,,- «.«..1*1 --'w. 

■ siuh symbol of power and sbongth. 
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Piviiatory Spirituality. tin* instinctual spiiitu.il laith of 
devouring and absorbing spirits via tin' pr.u lnv ol 
magick. defines the characteristics ot llu* I.uciterian 
who seeks to be as a God. Vampirism or Vampvrisni 
depending on your preference/ is neither a fantasy 
nor one of role nlavine. The Luciierian 



m *■ - 

continually seeks to develop and refine the self, via 
magick and real world experience, event ualh 


practicing a path close to that of the Black Order of th 



i\h’i 



1- All living beings continue existence by 
feeding on another, 

or predators, as I .uciterian, vve acknowledge 

Ac power of the anhetype of strength. Samael or 
Ahriman is indeed a symbol of strength and 
running I he food chain should never be ignored- 
'an ad hire to predatory spirituality and still b 1 

l u *A P roJlu:llve member of society. ’I h 1 ' 
^ T XVS lhdr withm the fabric d 

“society they live 

LA Lord Ol t| H . h.inh" would not he 1 


hkr ur »* ** bn, A Luciferian who is "Beli^ 
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prisoner because they cannot obey laws, a good 
example of a 1.uciterian is one who runs a 
successful business or is the head ot a charity for 
batten’d women. lYe\ are the weak, predators an 
the strong. It is .is simple as that. 

2. l ook for ways to always gain knowledge. 
Txperience is the pathwa\ to initiation. Look for 
wisdom horn experience, always test vonrselt in 
this wav long trips, extensive exercise to your 
capacity, college or specifu areas of learning - in 
short, challenge yourself. Building the mind builds 
the Immortal Spirit, 

3. Q* or Life I neigv is around all of us. Drain it 
and grow strong from it. 

You absorb energy from focus itselt ■- using 
A,gh.ish, the Persian Demon of the Hvil bye -the 
Lvo represents the soul, use llns to mentallv lonnwt 
with everything, around you. One of our symbols, 
A a pep or Apophis, is the Devil Serpent of Aik ient 
1-gvpt. We seek to feast and drain on life force, on 
the astral plane and in the flesh. To join us is to be 
hidden mostly in society, to be the wol! among 

sheep. 

Humanity seeks eternally a safety net; a God to believt 
will save their souls, all flu* while sending tsunamis, 
hurricanes, blizzards, and all conceivable disasti is 
Upon its own creation. Would this be a spuil vou 
would open your arms to? Does it help you to know 
that while you sloop, viuir dreams grow hoav\ vvith 
ill* 1 lailuros and shortcomings ol a woiUI aiauiul yt 
I'ho Iron Ago is horo, Kali is awaki'in'il amt she is Vt 
thirsty, _ _ 
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Mediocrity has always been 


related to, * * consumed and 


perceived and re ' ^ ^ „f the so- 

considered accep . generation , the wonderful 

called Amenca ««* j{ a co „ ege student, it 

n,m trtted u panto be someone who continually seeks 

wXt in a world which views a natural disaster yet 
st.ll finds a way to blame "someone Ue did not do 

^ouBh to warn them, we did not help fast enough, 
everyone should have moved faster? W hv is this. That 
nature devours and cleanses a bit of the earth, actual!} 
a ‘•mall fraction we must rush to blame others? Nature 
dictates survival; this life is die only flesh you will 
have. Make the best of it. 

How can one make the best of their life? How does one 
find the strength to mutate into something else? What 
is a Luciferian, a Satanist, a Vampire. Here, I will 
attempt to describe the essence, what vou will find in 
those BORN into this path. Those who understand the 
beauty in destruction and creation. Those who balance 
spiritual hope, desire and equal it with their creative 
Y\ill to become and manifest their wishes on earth. 
This short tome will be hated; humans hate the idea of 
something better or the possibility of self 
approvement. Save it for a new s ear some will sav, 

v,iB Iose 'this year I will finish 

*J Af fair b** ** shee P ^nd this off. Yet 

f- tZ 1 ^ ** -hich they 
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TIAMAT 



It all starts with the acknowledgement that vou are 
alone and have the potential for Self-Deification 
(God hood). Tiamat is the first power of draconian 
darkness, the vampire which is the primal union of 
Lilith and Samael, guided by Leviathan. She is before 
all others. Tiamat was in the form of a giant dragon, a 
sea dragon that had the head of a griffin or tiger, 
wings, claws and a scaly tale. She appears also as a 
giant serpent. Tiamat resembles the legends of 

















Ahrtm ,„ „the D-p- »« » *• AdVerear> '- ^ “ 
the Night and the Abyss. 

Tiamat can cive life and create what she wishes, much 

created the ArchDaevas .0 counter 

Latov Tiamat was a sorceress a powerfu first 

Witch who was both Vampire and Goddess to all. The 
demonic feminine is equally important to tie 
Adversarial formula in Luciferian Witchcraft as it is 
the balance which acknowledges the female generative 
principle as the foundation of all actions and purpose. 
The associative name of Tiamat was Tamtu, both 
names referring to the primeval sea and the dragon 
which personified it. Tiamat is thus very close to the 
idea of the Hebraic Leviathan, the Dragon of the 
Abvss. The Sea is also connected to the abyss and thus 
the subconscious. 

In Corey's "Ancient Fragments" and George Barton's 
TIAMAT, The creation and origin of Tiamat was that 
there was a time when there was nothing but darkness 
and the abyss of waters, where two hideous beings 
who were produced from a two-fold principle. There 
were also men who had wings, or two iaces, one body 
or w ho had both sexes aiid the legs of a goat, horns or 

° u Sv l xnt ^e, dragon-men. Over these presided 

Omoroca, being Ummu Khubur or Tiamat, the Mother 
or darkness. 

f° the rank of div inity, called "The 

darkness and * T n ^ ° f evi1 "’ t* 13 * she remained in 
* --forces of chaos. Tiamat 


was indeed a powerful goddess, a sorcerous being 
who could create fierce monsters and empower them 
accordingly. In her battle against the Gods including 
Marduk, Pi a mat first created vampiric beings. It was 
written that she beget serpents who were unsparing of 
fang and sharp of tooth. She filled their bodies with 
venom instead of blood, initiating transformation. 

"The great dragon was thrown down, the old serpent, he 
who is called the devil and Satan, the deceiver of the whole 
world. He was thrown down to the earth, and his angels 
were thrown down with him " - Revelations. 

Tiamat cloaked ferocious dragons in fearsome rays, 
that she encircled them in the Luciferian Light, they 
bore mantles of radiance (Black Flame) and made them 
Godlike. Tiamat thus lifted up Kingu or Qingu as the 
Leader of these Vampiric beings, she cast a spell which 
made him the Lord of the Gods, his word would be 
Law and she gave him the Tablet of Destinies. Kingu 
went forth to battle and was later defeated. His blood 
was used to beget the human race according to legend. 

Let's consider the path of Tiamat and its relation to 
vampirism and tire Luciferian Path. Rahab is a oame 
associated with dragon and serpent, surh is a ^ oc * a ^ 
as an antagonist against the associated got o 
Hebraic and early Christian culture. e prima 
dragon is an atavistic 1 force in the blooi, rain a ^ 

deepest memories of the human race, s iama 


’the deep things of Satan/ - Revelations. Ch.2 
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fhe fir * this force arises agau. »■ — 
an^an texts at Revelations, as the Behold, a great red 

gmm heads and ten horns, and on fus kemh 

sem crowns" Here we see the manifestation of Samael 
or Lucifer as the great Dragon, no doubt a calling from 

the abyss. The abyss is w 

subconscious. Let us look inward at the relation of the 

dragon, as opposed to some outward possibility. 


The Abv'ss is considered "evil" as like the Ocean, 

- Sr 

mankind cannot control it or force restrictions on it. To 
be within the abvss is to dwell in the dreams of the 

a# 

mind. In our dreams, we can form our desires on a 

pathway to becoming flesh or reality. Sorcery is a term 

which denotes encircling, casting lots and visualizing 

die result. If you lay' out conditions to occur, aligning 

situations to move in this direction, this is indeed 

«rary. Rituals align thought and some believe the 

astral is controlled by this subconscious activated 
force. H i S£ 


One should think in terms of b^ina a msn i: . 
thic £ - 1 Den S> a manifestation 

Dragon, tor instance: 
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The Beast or Dragon, much like the Assyrian Tiamat of 
old, can represent the Luciferian who has mastered the 
aspects of Ahrimanic Yoga, which is the powder of the 
demons of the flesh and mind. The control of demons 
in the body relate to the chakra points which can be 
focused to heighten individual mind and body power. 
This can be affected by astral energy - life energy* or 
Chi as it is called. The sea is a source of evil as all is up 
to the taking - reality* can be shaped by dreams. Think 
about that sentence carefully. What you think can re 
done todav can be made reality tomorrow. 

Let's consider the focus phrase of The BLACK ORDER 
OF THE DRAGON: 


The Words of the Dragon Tiamat 

I am that which you hide away from others 
I am the Eye which seduces all within its gaze. 

I am tiie voice of which power is formed. 

I am the thought of which is exist beyond flesh. 

We are legion yet we come from one source. 

There is only one from within you. 

You are the point and the beginning, 

Azothoz as the devourer. 

In nature can you understand my spirit in all things. 

In doing such you will understand yourself 
in understanding yourself you will be able to utilize all of 
your senses and develop skills to master what 

you Will in this world. 






A, - w that Tiamat k the Goddc* of chaos, the 

«e.„ of the sobconscioos Klngo represents he, 

llvered WSI to Form In life. The Dragon ,s mtense 
pJLiiy, waiting lor its means to become real by 
vour desire and belief. With the Tiamat - foundation of 
vampirism, you may more easily move through the 
Egyptian or Ahrimanic aspects of Luciferian Sorcery - 
to utilize the predatory spiritual aspects of each. 

OMOROCA 
MOTHER OF CHAOS 


Tiamat is the foundational force of chaos which uplifts 

and gives power to fiends and Adversarial Powers of 

the Abyss. From the abyss of primal water did forms 

arise, joined with beast and serpent parts in a hybrid of 
darkness. 


"There u<as a lime in which there existed nothing but 
darkness, and an abyss of waters, wlterein resided most 
hideous beings, who were produced of a tuv-fold 

pn up !?...human figures were to be seen with the legs and 
h0rns -TIAMAT by George Barton 

aspect of the Serpent itself - the 

ZT l i send ' associated 

J^ement of Water, also **”8 of 


Creation Tablet and is said to be from UMMU 

khubur. 


VVe see here s eference to her in the Assyrian Creation 
Tablets: 

! ”At a time when above the heaven was not named, 

2. (And) beneath the earth had no existence, 

3. The abyss was first their generator; 

4. Mummu Tiamat was the bringer forth- of them ail; 

TIAMAT created life and brought it from darkness, she 
is also the Mother of all Gods, yet her primal form is 
the demonic combination of a dragon with horns, cruel 
fangs, a serpent or scaly tale, wings with the talon feet. 
She seeks to devour the Gods themselves, thus she 
recognizes she is the First, the Goddess which should 
be viewed in a creative and destructive balance. 

In the battle against Marduk, Tiamat is said to be 
vanquished in form, her life blood taken away to a 
secret place. In a Vampvric consideration, the blooo. or 
Tiamat being held in the North can represent the Work 
of the Magickian to embark upon the left hand path to 
find the blood which awakens and causes ascension 

into a Godlike state. 

It is seen in the tablets, that Tiamat can Will her life 
an ew again, she took the form of a giant Serpent 
Aapep of Egypt, to attack Marduk. 
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th.it tho ideological 

i is <* ** «"* „ torian is to dispel the 

outWk !Tb .V The Dragon is a powerful 

AT’J«h of pnm.il re>.lience and future 

pttSMbtlitv based cm , , <; oc i itself 

Z*&**fi ** dism " 19 * ^ 

Th^vse iv huh bring the Black Flame ot Spirit ot 

25*nce and are those ™ 

,o oivssibitin ■ The fallen angels or watchus m m the 
Bvxik Of Enoch e«U offer forth vampync and 
Luciferian traits of character, from origins to what they 
^tv^ bestow to hurnflmtv * 

^ ‘nt has the ability of subtlety and articulate 
speech; it it able to not just be the devouring force, yet 
a creative and intelligent spirit. The serpent can 
communicate to not only primal instinct, the hunger 
tor continued existence vet the feelings of the spirit 
and mind of humanity. 

An interesting translation of the names of some of the 
Fallen Angels bv George Barton are given here: 


"The nan c of the third is Gadrel. He discovered every 
stroke of death to the children of men. He seduced 
Eve, and discovered to the children of men the 
instruments of death, the coat of mail the shield, and 
>wora for slaughter: everv instrument of death to 
the children of men. ... The name of die fourth is 

ht discovered to the children of men 
m and sweetnes s, and po inted out to them 



even secret of their wisdom. He taught them to 
understand writing and ink and paper.... The name of 
the fifth is Kasyade: he discovered to the sons ot men 
everv wicked stroke of spirits and demons ... the stroke 
which is given in midday bv the offspring of the 
serpent, the name of which is labaet' 1 1 The name of 
the tenth is AzazelT 
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The Astral Body of the Beast 
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i i, ApmoxiS in fearsome rays. 

I invoke you «*° «* £* the ferocious beast 

from my wctim" 

Close vour eves and visualize your astral body 
expanding around your form, ^forming and 
shaping to vour desire. Feel the flow of the astral 
around vou as you will it to grow in power Let \our 
emotions guide its transformation and feel the ecstasy 
of becoming. Let your astral body outshine from the 
Blackened Flame the one who you wish to meet and 
drain in the dreaming body. 

Allow the Black Flame to illuminate in the Ajna 
Chakra, recite facing now the mirror: 


"let all who look upon me collapse in utter terror! 
Recite 9 times. 


Imagine now your astral tendrils arising from your 
astral cloak and it transforms into a black shadow - 
emanating the demonic form you have taken. Feel the 
tendrils transform into serpents which are long in fang 

and venomous. 


Codlike 1 il/fl forrtT’d TJ m made me in mySel 

g prlh to drink from the astral blood c 
powerful in the nhht 71 7*^ ^ om mu * ^ ecom 



ANGRA MAINYU 

Doctrine of the Adversary 



Within the Luciferian Doctrines of predatory 
spirituality, the nature of the Adept is to master this 
world in which we live in. There is no desire for the 
other which detracts from the mastery of the physical, 
rather a careful balance. Luciferians are by all account 
spiritual in nature, bv sorcery we encircle our desire 
and belief through gnosis, utilize meditation 
techniques and aethyrs within the subconscious. By all 
these things, we never abandon the physical or the 
realities of our existence. 

The spirit of Angra Mainyu = Ahriman, is darkness 
and shadow. Luciferians are deeply involved in the 


















- Wrjnj* of witchcraft. 

, , lrt tottery s' 11 * tht4r ®Tj w the brightness of 

r^ta-2k >wUeXr ;’' l2.s darkness. One 

Zmci Ot the »•»«* 0rd f A u .pt, to i-ompHment an 
Sfl*h« w,hi» trf ^vidua. By all 

llu) ,.pendc»t ‘ > 1 1(Vll Kl.u k School kssons 

.."its the HIM Pis t". is „„ visible master yet 

are gW« in d . ,ioes the shadow cast down 

under ll" s v 0 P * 0 * 1 . , Aj^pt treflds. 

uper tH«‘ m u '* sS ,. nl i.,l. The I .uciferton 
Knowledge of tlte «» -nemv - monotheistic 

m, 'i‘ .'r'j Mm 3 ions hnsti'anity. et al. Such 
' I»irm>tes the weak and ignorant, thus 

KidSJout',.,e rntnd entirely, «ve it FJ*™ 

veu to spiritual death II anything, the l c• 
should s.vk to dt nr the very essence of the Tribal 
C hristian (iod, to drink deep of its knowledge of war, 
chaot, natural dtoster. diseases It yoO compare the 

of our world with the Christian concept, then 

God is dormant, 1; 

your attention to "The Bible of the 

uv arrf "Lucifertan Witchcraft" ami 

dfictily the Vatuk Dinoih. The Ten Precepts of 

Mik and the ton Adominations of Akht - Jadu 

i«y therein tho very foundation of this work, the 

oterian Path and the ke\ to the gates of hell f7Ni/ 

iven. Hoaven and Hell art* indeed spiritual reali 

[ *lso physical sensations. By achieving and 

« we may retch the heights of both, which 
uallv are powerful. Remember the de.li. i,„,e ot 


ASO take 
versa r\ 


Ahriman, so sought to break open the gates of heaven 
. devour his brother Ahura Mazda, the Sun. 


Morals - Morality changes based on culture and time 
u/h d i s amoral now will not he >0 years from flow. Do 
not harm those who have not crossed you, respect 
animals and children as both hold a strong sense of 

honesty. 


Guilt - b you think through an action, and are 
compelled to take it - feel no guilt. Guilt is an emotion 
which drains your energy as well as creates other 
mistakes in its wake. Reject guilt, it is an emotion of 
feeble minded, knee bending Christians. 


Know Thyself - see to know yourself, in every way. 
Study your strengths, weaknesses and seek to develop 
and matte! both. Do not ignore that which you dislike 
about you, confront it and master it. Self-knowledge 
becomes self-love and allows you to become a stronger 

being,. Think before you act! 

Know your enemy - learn about that which V’U 
despise, know its workings, purpose and point ot 
view. This will aid you always in conh ontation. 

Love and compassion must be guarded, never love' 
something which poses danger for you. Bui e t u 
energy within through discipline, will anc so ove ‘ 
Utilize methods which can be as a tool lor your 


becoming. The elements of Luciferian and Ahrimani 
Mastery with regards to the Soul ate lollows. 
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llto awakens pototo ot soifenjl power as it is called 
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g apftoed to ' twvchotogical aspect vampirism is the 
subconsv ious aft* fcto that ‘ f or the sett to toe onh 
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that wvhmi 
pMfkmtitf The meaning 


ins carve 


^ Webster Dictionary is; .Wuteness or perception 
vfccemrnent, or uixterstanUmg 
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the context oi left hand path The basics carnal 
pleasure, are considered the tvuno rt on or Sa .a nsen 
*Ki even Lueitectan thought Ihto cannot tx >o as 
carnal pleasures are subjective basev xix the 
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Vampyric Stalls 
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BUvk Sun 
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ENERGY AND BLOOD - Life Essence 




Ai we have made reference to Qi or C hi, astral energy 
Life energy is taken from human beings without 
harming them. Life energy is the aura and the very 
t ssence which is slightly larger than the human body, 
t he mint! directly influences the amount and strength 
s Chi energy. Whether you find subjective 
confirmation in the existence of Chi or not, please take 
note of the psychological foundations of Predatory 
Spiritualism. This process aligns the mind to a specific 
type of Ludferian thinking - a way of approach. 
Approaching tilings in a certain way will effect what 
you get in return. If you start a small building project 
for your house because you want a recording room - 
you will no doubt work with a higher sense of urgency 
than if you are building it for your annoying aunt who 
is coming to live with you. The Power of Positive 
thinking means a lot, anyone as a Luciterian should 
approach life in a positive and productive way. 



of emotions is essential in any successful 

magical practice. With the psychological and otherwise 
possible dangers in the Luciferian path, it is important 
to have the control approach to the actual practice. A 
§ood place to start is Ahrimanic Yoga as described in 

LIBER hvhi. 
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will no doubt hold some results dm 
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Control of non eus movements is also important in the 
storing and strength toundation of the CZhi cnt j rp 
trout not only the chakras but the astral body as well. 
When performing \hrimanic Yoga. locus in the energy 
spiraling through your spine, allow it to be 
compris'd when breathing into a sphere and then 
" *\1 accordingh \>u mat try this before sleeping; it 

provides a powerful preparation and relaxation 
pract.ee which w ill fuel vour dreams or nightmares. 


m the l.utiferian Path, it is essential to the slowed 

‘'tudy ami planning of your short and long term 

planning Hus moans school, career and what vou 

Vvan * Cv> with vour life. A practitioner of the 

' uuterian pairs w ill baiance the spiritual and material 

to t *'" nr ° vvn ***& “ riot focusing too much on one to 
stop the other. 
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suggestions based on practice rather 
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As shadow emerges 
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the Daemon be raised up 
rhe Fewer from the Black Sun 


THE VAMFYRIC APPROACH 


Vampyrfani IS a lifelong approach and process point of 
>ntinual power accumulation. From the Sanskrit 
word PRABHU, meaning master comes from the root 
Kin- meaning "to become, hence to rule". 

T^e Vampvre Prabhu Rakshasa is a title of a Vampvre 
\kwiekian who has the ability to shapeshift in dreams 
md the astral plane, who may go forth and absorb 
Prana using the various methods described here and 
grow more powerful from it. 

The traditional lore of Rakshasha presents a blood 
drinking demon who is able to shape shift and is 
strongest in the dark moon, who is more powerful at 
night Hus is a traditional vampinc spirit who has 
parallels with other mythology in various points of the 

world. 

MOVING THE ASTRAL BOD\ 


Sit in a chair, legs directly in front of you and finger 

tips touching each other Your hand from the thumb to 

the forefinger should be raised to your solar plexus 

level and vour two hands touching should form a t\ pe 

»' » ..i_i_i.;«, /lAUTwani at them. 
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k >f v’t>u want the serv 

sin^ie candle, you may 

g ritual masturbation to charge the 

jep.itor Anoint the sigii -object with something 

*■ you — b c* Ki/ fluid or saova. 

You must name the servitor - for instance, 
calling it NOXUMBRA would be useful if you 
are (King it at night to drain from someone. You 
wiii wan- to bold the sigii and focus your astral 
!y flowing into it, giving it the initial charge Lt 
needs. 

4 Reri^ the mantra of the name until it is 
unintelligible and you seemingly forget the na me 
on a conscious lev el. 

5. Bind it to vou in such a wav: 
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"V: tfv nar- - Lihth, \father of Vampires l empower 
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Lsmg 


the Varcolaci - Astovidad sigii of the Black 
Order of the Dragon, sit in the meditative position, 
Tose v our ey es and visualize the V arcolaci sigii until it 
id in y our mind. 


visualize now the sigii of the servitor you have 
-reated, holding it send it outward into the Varcolaci- 
4 stovidad sigii through the center of the pentagram. 


You may use this servitor to see, project your 

consciousness through it and move towards your 

chosen victim. If it is around 3 am, they will be 
sleeping more than likely. If not, you will have to 
choose a cycle dose to when they w ill be in deep sleep. 

Send the serv itor forth; recall it after a period of 1: 
minutes or so. Allow the astral body of the servitor to 


flow back into vou and with it the energy it drained 
from the chosen person. Feel part of the life force 
making vou stronger. Allow the servitor to return to 

the object of what y ou have made for it 
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l ho YampyTic Astral Body 


THE 


MIRROR 



ARASHK 


ritual of Arashk should be a focus on 
transformation. The Druj are indeed dragpns of 
woming and ever changing. It is no doubt that the 

ic \ $\mbol of chaos but also encircled 

serpent i ' *■ ^ e g; 

controlled order and wisdom. 


\< will he seea the Druj is a s\mbol of seii- 
transfomration. Use “The False speech which is 
written about in the Avesta - this is the language of the 
wrpent the barbarous tongue Create your own 
.hadow tongue, it should be a language which means 

something to you - it must stimulate the imagination. 
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The Vampvre Magickian may use die Yatuk RhA 
and the Drujo Demana from Luciferian Witchcraft and 
Liber HYHI in workings of not only Screen 

Yampvrism as well. 
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Arashk is the name of the demon who wa 





have created the story of Zurvaiv t ^ uu 
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Focus now on the Eve opening within the niiuot. lh, ‘ n 
W.thin vour mind. This eve may be serpent like or 
anything else you wish. It must be a focus on what you 



This is an excellent wax ol developing your astral 
tvdx, the vessel in which vou will go out in tho dream. 

Km am 1 aharman u\ ite 0 limes. 




SHADOW OF ASTWIHAD 


l 


1 j U v lt iH of Astovidad or Astvvihad is found in a 
>aragraph describing it: 


"Mtwtiwd is the evil filter (ear l Santar) who seizes the life; 
; ,s it suits that, when his hand strokes a man it is lethargy, 

ik * 

uiiefi he easts it on the sick one it is fever, {rhea In 



s in 


his rites he drives awa\f the life , and tiny rail it death ' he 

%r 

Bundahishn 


\stwihad or Astovidad is the darkness hringer who is 


an 


excellent model for the Vampyre 
s (sorcerer) who wishes to deve 
terrifying aspect of his astral body. 





or 

shadow or 


The Vampyre Magickian who is focused on eithei 
experiencing a sexual ritual with a partner or a chosen 
victim of dream sorcery may utilize the shadow of 

to grow strong. 
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The verv symbol of Nightmare Vampyrism, when the 
astral body becomes cloaked in darkness. Env.s.on this 
symbol, the Vampiric Shades encircling you and your 
.istral body transforming into a great bestial shadow. 

Envision the form you wish - a collection of specific 
animals - you may wish batlike wings, the head of a 
wolf covered in shadow, burning yellow eyes, a corpse 
like visage or skeleton face, dog like legs which are 
silent when walking, etc. Make your form as terrible 
and equally as useful as you wish. Many of its 
attributes should be relating to how you will travel or 
what you intend to do in the nightmare. 

Recite the "Nirang~I aharman adar sama" to focus 
before the working. No ceremonial structure is needed 
for workings after this - they will be primarily based 
in the dreaming place. 

Feel you astral body transform and turn as black 
shadow, twisting and shaping to what you wish it 
resemble. Sorcery requires successful belief, give tine 


Astwihad shadow the desire that you are this atavistic 
daemon, the spirit of darkness. 


Once you are able to raise the astral body above your 
bed or where you are resting, send it forth to whom 
you hcivc chosen, 

ASTWIHAD AS VAMPYRE 

Touching the astral of a sleeping person will drain 
their energy. As Astwihad enters, touch their shadow 
and breathe deeply in - drain them enough and fly 
away into the night. 

Sight in the dream will drain them, focus and call their 
astral body into yours. The eyes are very powerful in 
terms of feeding and sorcery. 

I will write no more of looking directly into the eyes in 
the nightmare, nothing more can be written here.. 
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t * Astwihad the Evil Flyer of night 

' devouring daeva. ^ j | I I 

-£it *. *»«» ** «>*"■ a* 

ihvn> are several daevas of the evil eve. bur 
S^unih/Oushmak. Aiashk and Aig**.Havens 
.vmbol is often an Eye representing The Evil Mind . 
Hakim Bey mote that the Yendi tribes would be 
cautious not to wear Blue, as it is the color of Shaitan, 
their k*d~ It was agreed that wearing this color to 
ward off evil' would be offensive. In many rituals in 
THE BOOK OF THE WITCH MOON specifically 
UBER NEHEBKAU, die Tuats or underworld hells ol 
ancient Egypt have serpent-devils who seduce vvifcf 
their Eve and devour 


training energy is best done by the connection to 
sight In a crowded room, a concert, a mall, a gathering 
point watch for those who exhibit a lot of charisma and 
energy - lock into their solar plexus with your eyes 
watch then their breadune cvcle. With vour breathing. 

m m* 

draw in and imagine their life essence draining into 

vour beine* 

O 

The significance of the Luciferian path in relation to 
vampinsm is devouring God. Appling Darwinist 
principles in this magical process will aid the initiatory 
path of becoming a being like Lucifer in the capacity to 
which von seek to be. It is essential to focus on 


..-cumulating enough energy to further develop 

towards devouring Godhead. Ahriman aid 
jjjj p«th of darkness leads to light, that light is always 

within 


-pH-* is good? Everything that heightens the fetlbtg 
cf power in man, the will to power, power itself.’ - 

Nietzsche 

Good and evil are opinions and states of mind. Be 
careful not to subjugate all of your so-called morals in 
one ideological comer - it could limit vour 
possibilities. This does not mean howev er that you 
duoki shift paradigms or what you believe in 
constantly - just be flexible enough to grow 

PHYSICAL ENERGY V AMFYRISM - Touch 


This type of vampvrism is the process " hich iwjuires a 
discipline to practice, a feeding focus with those » 
you come into contact with. This energj, ***** 
have reached into their energy field. wj® L* «n 
301 own astral body with vour **** disd ' foe 
importance of practicing yoga ^ 
associated with it will teach you the pome 

and mental control. 
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connection by physical 
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numm^s type of people Emote that vou remain, 
antked and XEVffi attempt to use Yampvnsm 


techniques on a loved one or another Luciterian or 
practicing \ ampvre VacicWian. It n SpCCt a ^ 
foundation tor communication and consideration. 


V c erp o* IY a flow < w -..thin \ ou it is necessary 

a • kUv to M tt o at a point in the evening and W ill 
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-a h' Orde: v the energy chaos* Here are a tew 
simple steps of banging order and Willing your 
v ana to emu stronger in unison. 

* Stt m a calm and comfortable position palms 

torching knees Kivp your bade straight and 

control \ our breathing 

°° a purpose, allow no other 

***»#»* to enter your mind. 






Thinking of energy as a flowing current with 
vour mind begin w ith each breath visualizing 
emerge tlowing through your body, much like 
your circulatory system. It is suggested that 
during this mode of practice that you visualize it 
and Will it to alter color to a burning red or 
yellow, representing the essence of the Black 
Flame In Nocturnal or Sorcery workings, you 
may alter it to shadow and darkness accordingly. 






SIGHT VAM1A RISNt 






l\v V doping tendrils iron: the astral is depending «pW 
i* discipline power and experience or the vampyifc 8 
you have practiced touch vampvrism for some time, 
yout level and power will increase accordingly. Sight 
wmpvrism is done so by envisioning a tendril 

extending from vour own astral body to entering your 
i'i f >f if ic mitvrjifixi 3 ti' not harm am v. 
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serpents ,'r tendrils from your bod\ in 

fe; astral bodv. 

m 


> 

' 


their 


' 1 viivti *il ivi Vlv uiu * 11 

" ill drain according to this. g v 

4 As they evh.ile, begin *«*** mi 

breathing deeply through bot vour lunc s 

nv>s<v. Bring this breath vVB ^ ^.sjsed and 

are tilU'.t Inweine the tendrils • 














slowly and control your 




. 






dra wn back. Breath 

boiiiv movemenfe. 

Repeat it necessary. 

RITUAL V AM^ RISM 

W U«ng a mirror (sv mboUc of Lilith) have an 
ir Lc of the individual in queshon ready. Th,s 
tnav'include photo but could be a drawing or 
name written on paper, depending on your 
ability and predilection If you have something 
of v our chosen, have it in the rite - hold it and 

focus upon it 

2. Calling the Vampyrk torces in terms or ritual 
focus - visualize forces coming to you, acting 
according to vour \\ ill 

5. Imagine now your victim in the mirror. Send 
forth \our astral shadow to them, imagine 
breaking into their astral body through the object 
and the mirror. 

4. Draw in 9 deep breaths from both your nostrils 
and mouth. Exhale slowly, controlling your 
bodih movements. Keep calm during ritual. 

\ou ma\ conduct this several times and 
different days. You may notice by this process 
the focus individual will grow tired and sick. Use 
caution in ritual focused vampirism- 

course the most important. 
People should never be harmed by any vampvric 




h»ls are essential in establishing a link 
Uiciienanairrent. It does not mattPr i 


-believe" in the subjective "spirit" world or if 
you view it as a psychological link OR BOTH, 

Practice, practice and practice. Record results!! 


[, The Dragon of the Abyss (The Subconscious . 

Leviathan) 

DREAM VAMPYRISM 

1. Utilizing Ahrimanic Yoga techniques (Liber 
HVHI) gain complete and calm control of the 
body. This calm should be near perfect. 

2. Meditate on your chosen victim before 
sleeping. Visualize how you wish to drain their 




3. 


1 . 


energy. 

Starting with your mind and mce, visualize 
vour astral body shape shifting into whatever 
form you desire ’ This may be a demonic form or 

an specific animal - this is your choice. 

Focus on a mirror or on the image, lie back on 
your bed and close your eves. Each breath 
should be a focus on your astral body rising. 

Entering sleep, vour dreams will be 0 _' 
intense and hungering - this * , 

indication of your subconscious being ocu 
vour atavistic and vampyric desires. 

K you project **~*ZX£ 

your movement and move in. S 1 there. 
Process, see it as clearly as H you . ca] 

Belief is the key to any successful 

forking. Drain and leave the v ichm - 









vampyrism and nocturnal feeding 

Vampyre Magickian who is preparing to feed 
must establish who will be fed from. Once this has 
| x ^ n determined, the Magickian must practice a form 
of mediation to gain control of the body and further 
strengthen the subconscious desire to drain. At the 
point of sleep, your focus should be on the one you 
intvnd to visit. Remember, the goal is never to harm 
another - it is to drain enough energy to grow strong 
from without harming your subjects own astral 
energy. Balance and know your limitations. 


ASTRAL FORMS- 


Hag - Sexual desire - the hag inspires nightmares and 
the vampire who projects in this form causes terror in 
the victim which spills out astral energy, the hag then 
drains this energy before releasing and thing ent. 
Think about your flesh wrinkling, graying in color, 

eyes burning black.. 

Wolf or Werewolf- Intense sexual desire and lust or 
aggression. Lycanthropy is aggression and 
desire, the form of the werewolf will cause panic w 
chasing youj- victim in the nightmare. Once you g 
Pfcximity their terror will spill over astra ^erg 
xvhich you can devour - return to shadow an 

the nightmare. . . cniritual 

Vareolaci - Wolf/Hal/Dragon combination - ^ 

unger, desire for continued existence. .j ua | 

Ror nanian \ ,m elan is the astral body of an 


1 




- — - rr£ as s 

aaS“™S.iy»o»-''< Eyp T nc ' 

a graining or is seeking another affect,onately 

dreams -generally non-tin vatemng. 

Shadow or Black Shape- Fear inspiring vampyre, 
those who unconsciously project or are seeking energy 
without thought for shapeshifting. 

Demonic form -Appearing in atavistic forms, this 

vampyre is hungering for life energy and generally 

appears in astral conclaves or Witches Sabbat's. 

When practicing the astral ritual of the vampyre, you 

must lock in to the astral bodv of the one you seek. 

Reach in, visualize this before you sleej 1 and drink 

deep from the sleeper. The sensations of reaching into 

the astral body are both electrifying and powerful. The 

vampyre must ensure that their own body is not 

drained into the victim, rather the control and 

unconscious discipline keeps the astral vampyre 

focused and directed towards one goal. 

Once you have established the person of your desire, 

you will want to prepare both the body and mind for 
the working. 

Do note that no matter what people want to believe, 
the mind is directly affected by the body and its state 
therein. If you resist food during the day and retire to 
s eep w ithout eating, hunger will run its course in youi 
0 y, affecting the subconscious. If focused ° n 

at0Und a Vam P iric rite ' your mind will go 
active therein. 


leaving the physical body 


^ you will rise from your body, there is a focus of the 
element of which you will raise. The astral body is in 
direct control of the consciousness, the mind itself. The 
element of Air is attributed to Lucifer (Samael) and 
Lilith, the spirit of night and vampires. This is the OBE 
or the Out of Body Experience Vampyre. 


Recite quietly with a candle for working: 

"Iffith, Satrina, Abyzou and all of thy names , Mother of 
Might and Vampiric Hunger , Bless my spirit with the gift of 
flight Lilith, Mother of Air Spirits, I shall go forth in the 
'form of my choosing to drink of the life in the night" 

As you grow more adept with astral projection you 
will be able to rise from the flesh and take the form 
you wish. As a Luciferian or spirit of Lilith, you may 
wish to take demonic forms - if you wish to crawl on 
the roof of the one in which you will drink fiom, you 

may wish to have insect legs. If you have a favorite 

totem animal, it may be a combination of at 

something else. 


As you lay back in your bed or chambei, com P 
steps of stillness and with your breathing, n g 
your astral body twisting and mutating m o 
you wish - move the center of , ’ ‘ h your 

consciousness is projected, “P*® dosed and 
throat. As you do this, your eyes show 

v ; breatn. _ 










Slowly with each breath, edge yourself out of your 
Wv and look around with your astral eyes. You may 
now pass through walls and rise up m he rught. Let 
vour form be as terrifying or as beautiful as you w,sh. 
Ride out as a Luciferian Witch, a Vampyre Mag.ckian 
who shall feed from another. 


HE CONJURATION 

O F THE 

abyssic dragon 



The Wreathing Serpent 


Vampiric Rituals are by definition not lending to 
Power from another. It is a predatory path - 
c ° n jure, encircle, devour, accumulate .mo 










of Light and the High er 
ladM** thc . JS5*. most significant - see th e 

Ritual of A/al ^ sam e may be said w.th the 

on a selt-cfeafioim p aemo num. 

Ritual oi Magna Mate ^ ^ sunun0 nmg of the 

Th,S iS o' 'll "of the subconscious, as Tiamat the 
dragon, the force- then moves forward to 

Mother of V ® mp ' Vannp ire, Tiamat's chosen 

the ritual of tiamat 

rS£ HW but this would be a much more 
H „„,d locus rite. The four Infernal Power* 

subconscious. The Dragon commands that 
sleeps within. 


more 
s are 
of the 

which 


1. Enter the Temple 


Such a ritual would be in a chamber where much of 
vour magical work already happens. This type of rite 
is directed at inward energy and is centered around 
Atavisms - the Abyssic Dead is relating to the 
subconscious. Utilize the Varcolaci/ Astwihad sigil and 
focus intently. One may use the Leviathan sigil also, 
abo\ e a mirror directly above the altar facing the West. 


2. Announcement of Self 

Dragon $ er P enf w ^° comes forth to awaken as ( 

I «» to fe**,« s rjx u> md mmhh m 

0 O 


a1inn % flesh to my shadow and tny desire I 
riiieh shall rise from the sea f cloak i 
Iwn divinity." 


am the Beast 

the fiance of my 


3 The Calling of the Depths 


The practitioner will hold a dagger to the South 

making each direction counter-clockwise. 

ZAZAS, ZAZAS, NASATANADA, ZAZAS" 

(to open the gates of hell, or the abyss) 

Facing the South- 

"Rahab, Angel of Violence, Proud Serpent of Old, Rise up 
from your depths and swell in my spirit. Let Pride of what 1 
can do invigorate me to become morel Let your spirit not be 
quelled, but like the stown-wind and the evil-wind crash 
upon the firmament and lightning strike my spirit! Awaken 
0 Rahab, serpent who cuts down thy enemies and devours 

their essence[" 

Facing the East- 

" Samael, O Dragon-Father of Old, Lion of the Sun , Come 
forth and fill my body with Poison instead of blood - let it 
become the elixir for immortality. Samael, who is the 
Dragon, Yaltabnoth , Chaos bringer, Lion-Serpent, ascend 
through me and I shall be granted the Kingship as Lord of 
the Earth" 

Facing the North- 

"Tiamat, ancient Dragon-mother, who shall guide my 
transformation into a ferocious dragon, who shall cloak me 
in fearsome rays of the Black Sun, VY ho shall illuminate tny 
Mantle of Radiance as the Black Flame, hearken on 
remember your bloodl From the North, let your blood hear 
my voice and your spirit shall wake to ascend throug me 













i m/mt serpent in spirit tear your 
Tmrnil. I shell shall be as sharp and cruel as 

***** those wh0 sha11 substain m y 

immortal spirit. 

mouth is filled with burning lamps, 
„L nostrils blow smoke, whose glare is of Blackened 
Flame, Rise u P through me. O' Dragon of Coding and 
Immortal Time, let me walk thy path against all others. 
Awaken in me Fugitive Serpent, 0 Wreathed Dragon, 

whose hunger is never satiated. I call you forth 

4. The Empowerment 


"/ hold this dagger to the minor of night, until it 1 announce 

that my power shall grow with time and my path is clear . I 

shall walk the earth as the Beast from the Sen, yet I shall be 

tair and calm unto the unknowing. I shall drink and be 

sated, that all life energy shall fill me with power. The 

darkness shall feed my shadow and 1 shall be a terror to my 
enemy !" 

Drink from the Chalice facing the mirrori 
This is the Blood of those who shall serve my life forever. 

P ra % ott °f 1mn y forms do 1 announce my master and 
deification. I drink this and become as a Dragon of the Black 
Flame. Hail Tiamat!" 

Drink deep and focus on those elements you wish to 
grow in yourself. 

5. The Devouring 


initiation upon this path demands that the Self k 
realized as the most important. The Luciferian must 
now devour those aspects of the consciousness. Take 
in the strength and gift of each draconian power, their 
fire surging in your consciousness. 

"So it is done" and the ritual is complete. 


ABSORBING ASTRAL ENERGY 


You will want to begin the process of moving the astral 
tendrils from your body and extend out. You may try 
this process at first by moving throughout the room 
and onward. 


As you come into the place o the chosen vessel, reach 
down to their side. If they are barely sleeping, your 
presence may startle them awake. If so, you may be 
cast back into your body. As you grow comfortable 
with this magickal type of working you may reside 
and observe them, your presence perhaps even 
frightening them as they cannot see but sense you. 
that uneasy feeling often obtained fiom being i 
called haunted locations or during a litua . , 

yourself to move down to the sleeping P er ^ . 

[ heir unconscious mind will most likely respo 


yvu win see it m men 




c j a tendril into 

.! ma y ri PP>e and retract from >' ou , . some life 

the m and slowly breath inward, or a ^ t0 
energy j nto vours . After several rnome 











an j break contact nt * ver alto* 
retract from the ^ Rjw up an j return to Vour 

y°” r ^ ‘alone vour form will feel stronger A/ tpr 

Jody. Lpon w : | vt>n better than usual 

a night of rest you will leet even « 









LEVIATHAN 

MASTERY OF DARK\E 
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conducted in a suitable amount with darkness itself, 
Leviathan is the Abyssic Serpent which awakens the 

spirit to immortal possibility. 

Leviathan, like Tiamat, is a powerful symbol 0 f 
balance of devouring hunger, the primal demonic 
darkness of eternal existence, and creative, articulate 
and shining brilliance. Let us consider the aspects of 
Leviathan in JOB: 


"Out of his mouth go burning lamps , and sparks of fire leap 
out. Out of his nostrils goeth smoke as from a seething - 

caldron. His' breath kindleth coals , and aflame goeth out of 
his mouth" 

Leviathan, called Ourahourus 
Elder ancient darkness encircle me 
Crooked Serpent of endless hunger 
Awaken and coil within my spirit 
Wreathing serpent, touch and illuminate my spirit 

om me ' chan 8 e ^ eyes and let it behold 

Darkness ... 

Let l [ lmorta ^ ser P en t awakel 

sL J **.****Mm ns 

V en my instincts eternally, 

S H ufywilUo h seef t f e eternall V 

TocSZ™ d d r -nistflL 

Sharpen my instinct iffV™* “ ri 8 ht 

the dream and flesh 


O eternal dragon born of falling insight 
Whose kingdom is called hell to some 
Let my paradise be found 
Spacious darkness masteredl 


SO IT SHALL BE! 


VITAL BREATH AND PRANAYAMA 


As mentioned previous. Prana is vital breath or life- 
force. There are essentially Four Stages of breathing in 
Yoga. Breathing is life and is essential in the mastery of 
Vampyrism and self-creation. The Vampyre Magickian 
understands that control of the body and mind is an 
essential step in the process oi mastery, not only in 
Vampyrism yet also in Magick itself. Puraka is a 
Sanskrit word which means inhalation of breath and is 
associated with Yoga. The Vampyre Magickian may 
use this method to absorb Prana with the techniques of 
Yoga. The example of the Three Stages of Draining 
Prana is no doubt a predatory and vampyric act: it is 
the process of announcing to the self the intent and 
over compelling instinctual drive of gaining power. 

The Vampyre Magickian may identify with the title or 
name of RAKSHASA, a vampire or meat ea ng 
demon or PISHACHA, another Vampire. 









TH I THREE stages of DRAINING 

PRANA 


1. PURAKA (INHALATION) 

In a public setting a single inhalation or drawing 
of breath is called Puraka. This process is about 
locking onto your target, piercing the Aura in a 
visual or physical sense and in one breath 
drawing in Prana or Chi. This energy will ride 
the tendrils of sight or touch and illuminate your 
astral body. 

j 


2. KUMBHAKA (A Pause after Inhaling) 

Kumbhaka is a process of sending the astral 
tendrils in deeper into the aura of a target, the 
challenge of this is to ensure the Prana drained 
does not reverse back into the target. The 
Vampyre must not only remain single minded in 
the process and steps of this yet must also pause 
to send the astral tendrils in deeper to drain 
more Prana from the target. 

3. RECHAKA (EXHALATION) 


Drocp« iC T aft6r ‘! raWin8 in Prana is the fold 

from thp eX f a ^ at * 0n y et a l so discormectioi 

control stan 8 ) 6 eep ' ng the abd °minal muscles uni 

®». 8 ht Will „„ donbt Iid this back 


AH I t 1 1 ANIC YOGA AMD THE 

OF THE DEPTHS 


SERPENT 



Ahrimanic Yoga is a collective theory « th 

P'actical control techniques from a e chakra is 
Perspective. Each specific energy sen er, sse ^ s es its 

attributed to a specific ArchDaeva an P . re|ate 

°Wn quality and attribute. The specific^____—* 










is 


• • , Path in how your own magi ck . 
t0 thC L T Significant to use color in your rai sing 

of the serpent to 8 eJf in the use of these 

control and } that t he ArchDaevas of th e 

Sm m understood primarily through e „„ g , 
pows; feelings, aspecrilot instinct all of these various 
aspects may be explored accoi dinglj • 


It is significant for any practitioner of the left hand 
path to utilize the tools which build and develop 
discipline, it is perhaps even more significant foi such 
an Adept who desires to become a vessel for the 
Luciferian gnosis - a god in the flesh. 


The foundation of Ahrimanic Yoga is found in 
traditional systems of Yoga and associative exercises 
involving the association and control of the Chakra 
points. The Kundalini or "Fire Serpent" as it is called is 
the flash of consciousness and raw energy associated 
with the Feminine, or the inspiring point. The power of 
Kundalini is found in humanities inherent nature to 
v c demonic" or " Aeshma inspired" from Avestan 


texts. Aeshma, bom in Hebraic magickal traditions as 
the son of a Daemonic force and a Lilith - awakened 
female, is equally as impressive in its deeper 
associations of power. Thus, Aeshma, also known as 

s em or Keshem, holds the power of the ArchDaevas 
to compel control in the world of humanity. 


vanewtu!,kT undm tood in a wide 


variety of o uise , uw 7 ul,uersrooa ln a WRle 
% ~ - - '■ --7 urrns are many and often they 


take shape in significantly different ways than you 
may at 

” J t to assist in 

formulating a foundation tor working with the 
ArchDaevas and their powers associated with the 

Chakras. 

the essence of ahrimanic yoga 


Ahrimanic Yoga is Lucifeiian in approach yet utilizes 
the traditional techniques of control and power 
building. The difference is the Luciferian seeks to 
ascend and become a God not only in the spiritual 
sense but the physical sense. There is not complete 
detachment through many stages of this practice, as 
the Luciferian wishes to ascend and DEVOUR this 
world. The flesh is a gift and the stages of life should 
be experienced accordingly. You must begin to relate 
to the ciaevas as a part of your body and extensions of 
your spirit when working in this aspect of Magick. 

THE QUINTESSENCE OF AHRIMANIC YOG A 


Ahrimanic Yoga is non-union with the infinite throug 
meditation, raising the Luciferian up to be a God. 

A Luciferian who practices Ahrimanic is 
from the right hand path guilt-ti iggere e ^ 

Karma or ttl law of c.« and effect^ 

with the step by step process of shap g 
the desire of the practitioner. 
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and mind 










I rjanp at will, the Luciferian Spirit is thus shap ed 
in such ways. The Luciferian will be able to project <*, 
t he body and take the form of whatever he or sh e 
wishes This >s a power held by Samael the L ion . 
Serpent, whose many forms associate his power 0 f 
beine the Prince of the Powers of the Air. 


The Luciferian practices discipline of body and mind. 
He attains control over his body and mind. He 
meditates on Om and the essence of the Dragon. 
Ahrimanic Yoga illumines, transforms and assists the 
Yogi to attain the highest point oi ascension as a God 
who shapes the world by his or her desire and Will. 
The process of Ahrimanic Yoga will sharpen the 
senses, increase the effectiveness of Magick and 
Sorcery will be a gift from the practitioner - change by 
the Mind will be quickened and empowered with the 
energy you gain in this process. 


kali 

VAMPYRICMOTHER 



dT" t h e black” and her 
is the one whose name nit _ ^Jhile Kali holds a 


is exnressivelv blue 


















, 1 ,..- « will focus towards the deific aspecls ^ 

to vampyrism. 

Kali is a manifestation like the Manichaean As, % 
demoness who awakens humanity as well the tfc 

fallen angel. Kali incidentally is one of the names of 
Lilit ! The consort ot Kali is bhiva, the Lord 0 f 

Destruction, who is below her. 

Kaii is a primal force of life, called the Fire Serpent 
or Shakti a word relating to power. Sliakti is the 
fire serpent Kundalini, the very inspiring force 
which unites the chakras. Kali is a great protecting 
force yet also a destructive or consuming force. 

The form oi Kali is powerful and strong. She 

appears as a woman, hideous, emancipated having 

four arms and fangs, she has a long tongue, blood 

red and is a Goddess which devours all beings. The 

lower left arm holds a severed head from a giant she 

destroyed, the upper left arm holds a sword called a 

khadga which is the weapon which strikes away 

ignorance. Her upper right arm sometimes holds 

noose. She is often depicted holding a bowl of blood 
as well. 


Her hands are thin a deathly, blackened claws < 

n ^ s ,. a * the end. Tantra traditioi 

immpnT 6 ^v 0 "cti^ 'Kali who is surrounded 1 

hair i« ! 1§ L j he appears with six faces and to 
is wreathed in fire. She is always adorned : 


human skulls and sometimes has 
■ hatvanga which is a skull-staff. 


trident* 


In the Aghora tradition Kali is called SmashanTara 

and continually dnn vs blood. She wears a garland of 
fresh severed heads which colors blood over her 
blackened skin- slit lias a skirt made of human arms 
and wears snakes as well. 



KALI AS VAMPYRE GODDESS 

Cali is the destroyer of Negativity; she 

Children with insight and power j femple 0 f 

»f Kali, Karl NE writes that the most sa a of 

'Cali is called the Kalighat, it is oca de< j with 

-alcutta. It is said that this tempe^ sweetmeats to 
pilgrims offering things to K , aded daily for 

apices. In the courtya rd a L , n : s adorned in 

k'ai; v^ii/ mi rr a Goddess 






KUNDALINI SHAKTI - Jeh-Az 

the fire SERPENT 

The Daeva or Spirit of Darkness in the Feminine is 
Sown as Shakti the Fire Serpent. Th.s is the activate, 

which connects and unites all other Chakra points and 
ArchDaevas. We will call Shakti Jeh- z ' the whore 
who stirs Ahriman from slumbei and inspiies action. 
The feelings associated with arousing the file seipepij- 
are hairs standing on end, boundless energy (such a 
feeling when in meditative states) and your feel 
instinctual callings - direct communion with Ahriman 
(associated with the Crown Chakra) and Az-jeh (The 
Fire serpent), Once Ahriman has been illuminated he 
becomes one with the Fire Serpent, his power and 
forms increase in the spirit and body. Let us look at the 

mythology surrounding Ahriman and the "Fire 
Serpent" or whore Jeh-Az. 

The wicked evil spirit urns not able, to lift up his head 
until the wicked ]eh came , at the completion of the 
three thousand years . And she shouted to the evil 
spinf thus. Ribe up, thou father of us! for I will cause 
tot conflict in the amid wherefrom the distress and 
injury of Ohrmazd and the archangels will arise , 1 

Q i S . l \ ^ iUu j ecoun ted severally her own evil deeds , 

not frl fu!L. Wn n °t' an ^ wicked evil spirit rose 
man ^ cou fi iSl °n, through fear of the righteous 


Here 


spiritual foe L inter P la y and 

T77-—-_ nic em inine, the bride of 






ilde^lames the druj to coil upwar'dand3!“ 

"And, again, the wicked jeh shouted thus■ 'Rise uv 
thou father of us! for in that conflict I will shed thus 
much vexation on the righteous mail and the laboring 
ox that, through my deeds, life will not be wanted * 
and I will destroy their living souls; 1 will vex the 
zvcitc t / ^ TVill z^tx flit plcuitSf I zoill vex the five of 
Ohrmazd, I will make the whole creation of Olmnazd 
vexed. And she so recounted those evil deeds a second 
time , that the evil spirit was delighted and started up 
from that confusion; and he kissed jeh upon the head, 
and the pollution which they call menstruation 
became apparent in jeh - Bundahishn 


The Kiss of Menstruation is that which is caused by 
Ahriman, during this lunar cycle the Witch may use 
blood to enhance her workings; specifically around 
sorcerous, atavistic or lycanthropic workings. Tlrus 
Ahriman's gift was given by Az-jeh and the gift of 
inspiration; in short she was the muse. It was during 
this point that he founci the motivation to ascend 

develop further. 

Ahriman utilized sorcery and appearance to equally 
stir the imagination of Az-jeh as well. He took 
form from a primal Dragon-Lizard to a han son ^ 
male youth to arouse her. Here we see the inters - 
Masculine and Feminine - imagination, desire 

MU equally utilized to stimulate. 









"TV form of the evil spirit was a log-hke lizard's 
(vazak) body, and he appeared a young man of fifteen 
Lrs to fell, and that brought the thoughts ofjeh to 
him Afterwards, the evil spirit, with the confederate 
demons, went towards the luminaries, and he saw the 
sky and he led them up, fraught with malicious 
intentions. He stood upon one-third of the inside of 
the sky, and he sprang, like a snake, out of the sky 
down to the earth. “ - Bundahisn 


Ahriman and the ArchDaevas were inspired and 
united by Az-Jeh, she instilled and illuminated the fire 
within each. It is her companionship which motivated 
the Druj to move again and give their fire to humanity. 

" Ahriman came on, scorching and burning into it and 
"highest predominance of Ahriman, for he came on, 
with all the strength which he had, for the 
disfigurement of the creatures; and he took as much as 
one-third of the base of the sky, in a downward 
direction, into a confined and captive state, so that d 
was all dark and apart from the light, for it was itself, 
at the coining of the adversary, his enemy among the 
struggles for creation," - Selections from the Zadsprain 
Ahriman was the rebellious Archon would is not 
bound by restriction; he is the sorcerous darkness 
which creates and destroys. 


this is opposing the renovation of the universe, f° r 
the greatest of ail the other means of the fiend, when 
he has come in, are of like origin and strength this da) > 


in the sleep of the renovation" - Selections of the 


Ahriman is not for the destruction of the universe, 
rather the mastery of it. He shapes his own world and 
chooses not to allow the natural order of timeless 
being to control his creations. This is what the 
Luciferian does in the life he or she has now; shape it 
according to desire. 


THE SENSES 


The senses are significant in Magick and Yoga as they 
are avenues of direct experience. In early practice of 
discipline the student must learn to experience with 
these avenues and control the body through the mind 
In Vampyrism, the Mind is the crown for which a ^ 
emerges. The Magickian must be able to use t e J TU ^ 
to control the body and the astral energy rau ^ e * , 
naturally created by the body. It is essentia m l ^ 

practice" to use the discipline gained in sue 
command awakening. 


SOUND (Sonic Black Magick) 

, hirp 0 f sound in relation 

irst understand the na ^he life f° rce 

’undalini or fire serpent. ia * fought and 
Hi of life itself. It g ives , a ! ;; eb in which we 

l life, it is also the mviM ]atjon of s° uni 

, , ■ i;fp The artio cement is 









the primal voice as well as the divine voice. The fo Ur 

stages of sound according to the Kundalini Y 0ga 
process is Para, the primal voice Pasyanti, being 
associated with the Mampura Chakra, utilizing this 
stage of sound will present the Lucifeiian with colors 
and "feelings" associated with sound. Madhyama is 
associated with the heart and Vaikhari is associated 
with the throat and mouth. These sped tic stages of 
sound are related to the ArchDaevas as the voice of 
their calling. In Luciferian workings, "Staotas" or 
mantras are used to empower rituals, calling and 
channeling energy by sound. 

THE CHAKRAS 

Ahriman as the model for the Luciferian is significant 
as it is the aim of the practitioner. The Adept 

1 ues " like" or a vessel of Ahriman. Let s 

consider the first creation of Ahriman, Mitokht, called 
^falsehood and is associated with the word Druj, or 
lie . Upon the creation of Mitokht arose Akoman 
which is the ArchDaeva associated with the Ajna 
a a. Andar, the Spirit of Rebellion and the Black 
ame, who is of the Heart Chakra which is Anahata, 

SDirihial r anU ' 8 uns truck" and relates to the 

the Lead natU f ^ Andar ° r Indra - Savar or Sovar iS 

Chakra vL° f H? eVaS and ' S related to the Throa ' 

mastery of voice ^nT'" 8 ^ PUdfy " and reIat6S *” 
Naikiyas is the Archn 0 "™™’^ 100, Nakahed .°' 

associated with the M ■ 3eVa ° f want and desir6 
__ witn the Mampura Chakra. 
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SACAVESA 


The mantra which instills power and realization is the 
simple I / it must not be more complicated than this 
Moving through the Chakras is a continual point of 

transformation. As each chakra is pierced by the 
Kundalini, or Az-Jeh as we shall call this Fire Serpent, 
union is brought to each ArchDaeva and Chakra point, 
phis will empower the Luciferian and awaken both 
physical and spiritual senses. 

Pisacavesa is the Demonic way which is considered 
dangerous in Kundalini practice. This practice brings 
forth the demonic presence, your shadow or "evil 
genius" if you will. This is your higher self and its 
shadow, the very hungering aspect of your mind and 
spirit. Once your Crown or Ahriman Chakra is pierced 
by the Fire Serpent, or Az-Jeh, you move the serpent 
back downward to the Taromat Chakra to then or 

your astral body into a Beast of F ie ). s 1 
dangerous working as sometimes one ma} g 
depressed or angry if practicing without nw\ 

the process by ascending upwau breath may 

Crown. The Vampyre upon absorbing VI g great 
move this energy or prana u P^ ar ' ^ fearful 

pleasure. Do not be concerned vn. ^ race their 
Kundalini practitioners who wou ^ spirit of 

Luciferian nature; it is out duty t0 t h er than b® at 

0r »eness, to devour it and possess u oine a s what 
° ne with it. By this process alone, V ^ 






we call Azothoz, the beginning and end, th e 
Yaltabaoth spirit. 


VAMPYRIC DRAIN NG OF CHAKRAS 

THE TENRIL OF DARKNESS AND 
PIERCING THE CENTERS OF THE 

CHAKRAS 


Among Kundalini Yoga practitioners there is a mode 
of practice called Vedhadiksa, being that the Master, 
through practice and the sense of perfection is able to 
utilize his consciousness to pierce and illuminate the 
consciousness of the disciple. The Vampyi'e Magickian 
will use the disciplines of Yoga and the selflessness of 
tlie path to become a devouring power and center of 
being. Even act must increase personal and magickal 
power, the V am pyre must be of the sound mind of 
accumulating power and personal strength. The 
process of Ahrimanic Yoga may focus and absorb 
energy from this very process of accumulation. The 
practice of the Swan of traditional Yoga is i*eplaced 
With the practice of the Dragon, or Azhish. This 
P c ce is when the Vampyre may use the techniques 
• \. P' eice the astral body of the chosen opfer or 
, , ,° ra ' n theii astral body. The Vampyre does 

oltr ° r , a , ttaCk another v ^pyre as this type of 

Path n 7 ° defeat the P ur P°se of the Luciferian 
Vamnvrp" ^ ^ xtl eme circumstances would another 

5, “ “ Mh “ » <**" <h* as M , body 


While the Vampyre will not dram his disciple ... 
method may be employed m a public setting within 
to draw attention to you. The Vampy re Majckian mav 
also perform this ceremony in private, allowing time 
an d no distractions to empower the working itself. 

Creating Tendrils is a meaningful act which alters the 
subtle body of the Vampyre to produce spider like 
tendrils which emerge from the astral body, seeking to 
pierce the target and slowly drain it of vital energy. 
This is a process which is slow at first, gradually 
speeding up and moving in deeper over time and 
contact. The Two typ>es of Tenril contacts are: 


Surface Piercing: May be done over a distance once 
contact has been made with target. Once you touch 
something which coianects you to the astral body. The 
draining process is slow, ofteia cumbersome vet can 
give powerful bursts of energy and prana. 


Deep Piercing: When several of the Vampyre ^ en . 
Pierce the Astral Body, allowing a quick and s ^ 

absorption of Prana or Chi. This may be con m e 

dose proximity or with an advanced Vampyr 

^ a gickian. *m~**m^^ 

^ampyre feeding sessions must be , workings 

the a ura of the Magickian. Just as m h 
create a positive flow of energy 
^°rkings your mediations will thcu 


•used on building 


darkei 


1 'ansformative process. 





ENTERING ANOTHERS' VITAL breath 


The Vampvre Magickian, having something cormected 
to the target may choose to undertake a working to 
enter another individual Aura by means of le Astral 
Body Mediations upon the Vampync shadow will 
erow and expand the body of darkness, the Vampyre 
w jii ,,se the chakra points of meditation to control and 


focus the astral body. . . 

The key to entering the Aura of another is by the 

imagry of Ahriman, the Adversary itself. This vital 

spiritual force, associated with the Crown Chakra is 

available to the magickian once the Seven ArchDaevas 

have been properly awakened, when the Fire Serpent 

or Az has awakened and brought in union all the 

aspects of the Body of the Luciferian. 

Once the Luciferian has entered the Crown Chakra 
there is a great vital fiery energy, the union of 
Ahriman and Az-Jeh, the Adversary awakened. This 
surge is exhilarating however the Vampyre must not 
fail to utilize this awakening to achieve more power 
and strength. 


Once the union is made, the Vampyre must Will the 
fiery body and the Draconian ArchDaevas to produce 
darkness and shadow to surround the Astral Body 
itself, using breathing control, slow and precise 
exhaling steps, the astral body may rise in the form of 
whatever the Vampyre desires, the Blackened Fire of 
un alini or Az-Jeh is cloaked by darkness. As y° u 
ua lze ®I* a dow, allow it to form and shape beast 

i e or reptile combinations according to your desire. 


or t o take the shape of something p i easin 

on your operation. 


g dependin 


g 


0 f darkness, 


from the bod' 


or — J 566 * UV ! St ? nd form l^e spider like J 
emerging from the darkness. Visualize another and 

t h e n another until y ou ha\ e a multitude of tendrils 
Touching the item of the target, be it image, clothing or 
something of connection, imagine them within your 
mind. With each breath focus on them with a quiet 
mantra, "I will enter, we shall join", with each breath 
push your consciousness out of your physical body, 
allow your spirit, cloaked in darkness to travel within 
this body of your design. 

As you visualize the darkness moving into the 
proximity of the target, extend your tendrils. Visualize 
the tendrils entering the aura; imagine a violent 
piercing into the aura, like a serpent striking its prey. 
As the tendrils enter the astral body focus on whom 
the individual is, their characteristics, begin drawing 
in with deep* focused breathing theix Prana or energy 
As you breathe in, visualize their energy flow mg fro 
the tendrils into your astral body. This ener SW v ^ _ 
different color and feel than your own astra - 
s Mge of energy, depending on how eep “ ^ ^ 
your connection is, will send teeing ^ 
strength. Flow this energy into y0ur break 

your own aura with this life s F r1 ^ rem0 ving the 
aw ay, visualize the body of darknt. 
tendrils and move back to your hot y. t0 

Wakening from this state requires 

lOOQi 















1 f u p energy and blend it with 

Vou wiU Want h jl C l U e C nergy While breath i ng, focus on 
your own na. 1 ab j^ your body and adapting to 

turmhS, with each heartbeat the energy strengthens 

^ ra anc i spiritual body of darkness. 

Se vou grow strong in this practice thejampyr, 

Magic'kian will use energy accumulated m traditional 
magickal workings and sorcery to strengthen the 
ceremonies performed, no matter how small or large. 


THE CHAKRAS AND VAMP7RISM 


Luriferian Chakras 



SA/AR (expressive) Chakr; 



(godhead) Chakra 


Andar (Heart) Chakra 


comraan 




Taromati 

(root) Chakra 


are the Energy Centers o ^ n ^ 

e to specific power points m . focus on these 
; e to grow in power. You may . It is of 
rain others during vampync pother, as 

“ significant not to wor kings. In 

against common vainf - an j the Subtle 
we will explain the ^ a u winning ^ at 
? s. It is important to note _ 0 f thought in 

>g psychic vampires with t '' , ° Sonie m ay w ‘ sh 

5 of Predatory Spirituals _ anL i the a 
,1_ Aina ChaKr» _ aSSO ciatea 


IS 












CHAKRA 7: SAHASRARA AHRIMAN 

THE CROWN CH A wi? \ 1AIN 

„ MS »« Chakra - Ahrimaa - Crown - An>6h „ 
Lab (Endless Darkness) - The Dragon ,w ak « d 
The adversary/ sell: deification and illumination. The 
e venth, or crown chakia, is located at the top of the 

head and deals with the experience of self- realization, 
wisdom, understanding, and enlightenment. 

Enlightenment is the culmination of all the other 
chakras and thus is depicted by a white with a fiery 
red illumination. Self-Knowledge and Identity. This is 
the crown chakra that relates to consciousness as pure 
awareness, the power of self as God. It is a connection 
to the greater world beyond, to a timeless, immortal 

spirit. 

VIOLET/PURPLE governs the CROWN chakra, at the 
top of the head. 

BEAUTY, CREATIVITY, 1NSPIRATIONAND SELF 

DEIFICATION 

Personality Traits: leaders, strong, w ise, bal 
personal power. 

Violet relates to self knowledg^spi r ^ a , or 
ll 1 ‘he union with your higher se\, t 1 , ss ists in 
Angelic Aspect. The violet energ 

laminating us to our spiritual so t ™| our thov 
Vls dom and inner strength and p u un dertaking 

ings giving us 




Enh 



ailCPc: 'i lil-ini-i l- i Lan f 












. self sacrificing to Az-jT 

S'*»w ance the a pp r ° pria * e route fe «* 

tarf. of .he higher self and Thenomck desrres. 


DEVOURING- Achieves ease of identity, hunger 
becomes greater if not balanced. Draining should be 
conducted in deep sleep cycles. 

Non-Devouring (self work)- Wisdom, Luciferian Will, 
Bci! i ice, spiritual insight from experience with your 
Luciferic Angel or higher intellect. 


CHAKRA 6: AJNA - AKOMAN 
THIRD EYE CHAKRA 


Ajna Chakra - ArchDaeva: Akoman - Third Eye - 
Dushmata (Evil Thought) - Spiritual Sight and the Evil 
ind, immortal consciousness, spiritual 
independence. The sixth chakra is located between the 
eye rows at the third eye position relating to mini*' 

^ enec * S( df awareness, an awaken e 
vn . G , 0DDESS - Light as the Black Flame 

s tn entlt ^' or ’ ente d to individual power.Tl 1 ’ 

° Wn as brow chakra or third e T 


INDIGO governs the BROW chakra or third 

Jhe centre of the forehead. thurd We, in 


INTUITION, MYSTICISM and spiritual 

UNDERSTANDING 


awakening, 


personality Traits: Intuitive, fearless, 

_ t * 1 1 ■ (_■ * f 

a “H m I _ " x^i. H j'"™"*' 4 1 ’*T J .jii TT" -* » .a. — B rtf -m I 


Drarfiral 


strong 


Indigo relates to self responsibility - being responsible 
for one’s own destiny chosen by the Will of the 
individual. Understanding that divinity is self- 
associated and should not fall prey to blinding 
religious paths. The Ajna chakra relates to the spiritual 
eye of the Luciferian, being able to master an inner and 
sometimes outer spiritual sense. If the practitioner is 
atheistic in approach then it is the attunement of the 
Mind and Body as the source of all Magick. 

Aspects of indigo 

- intuitive 

faithful to desires and goals 

“ commanding character traits 
" disciplined mind 


LOURING- Tappi: 

"d Pvq A c \/anin 


consciousness, 











Non-Devouring - Reading thoughts through body 
language, divinatory workings. 


CHAKRA 5: VISHUDDHA SAVAR 

THROAT CHAKRA - SOVAR 


Vishuddha Chakra - ArchDaeva: Savar - Throat - 
Dushukhta (Evil Word) - the voice which commands, 
communicates and by vibration manifests the world it 
desires. The fifth chakra is located at the throat and 
relates to communication, creativity, and self 
identification. The color here is blue. The Vampyre 
Magickian may use this chakra here to awaken the 
trait of being devious and manipulative to targets to 
drain Prana or Life i : orce. Sound and the power of the 
voice, C reative identity, oriented to self-expression. 
This is the chakra located in the throat and is thus 


1 elated to communication, seduction through voice/ 
creativity. Here we experience the world symbolically 
through \ i Oration, such as the vibration of sound 

representing language or the Staota ritual. 


HEAl TH Ver nr the THROAT c hakra. KNOWLEDC 

words of the Sen?' ™ E VOICE 

Personality T ra ; fe . T 

inspiring, inventive, carin7w affeCt ‘° 

n g. Word weaving 


Blue is the color of the spirit and relates to self 
expression - speech, communication, the ability to 
communicate our needs and requirements. 

Positive aspects of blue 

- Ability to utilize the word of the serpent to change 

perception. 

- trustworthy and decisive. 

- Instinctual and able to express association with 
others. 

DEVOURING- Seduction by voice, use this in 
vampyric rituals with staota, vibrate sounds in the 
black mirror to seduce and send forth your vampiric 

tendrils. 

Non-Devouring (self work)- Sound, voice, seduction 
and persuasion. 


CHAKRA 4: ANAHATA - ANDAR 

IHEHEART chakra-indra 


j _ heart and 

•ahata Chakra - ArchDaeva: Andar - ^ F)ame 
Understanding, the union o c hakra is 



' -Understanding, the union ^ chakra is 

the desire of the spirit- u balance 

»ted over the heart and relates _ a „d 

ssion, and self e\p*t-SS' 
mes pink, is the color of ’ 1S ' 

hra in a Vamnvric setting vvl h 













, i pate to draining energy. Air, Social identity 

oriented to self-acceptance This chakra .ailed the 

° ' rt chakra and is the middle chakra in a system 0 f 
seven This Chakra relates to Andar and the Path of 
Rehellion and spiritually distanced workings. 


GREEN governs the HEART chakra. 

BALANCE, LOVE, SELF CONTROL, POWER TO 
CAUSE CONFUSION 

Personality Traits: Understanding, self-controlled, 
adaptable, sympathetic, compassionate, generous, 
humble, nature loving, and romantic. 

Green chakra relates to love/self love. 
positive aspects of green 

compassion to those who deserve it 
- generosity when needed 

harmon\ balance or the ability to cause 
discord in target 

PsychicTefens^ 31151118 paianoia in tar § et to weaken 

DEVOURING- n r • . 

situations, the abiliwTf 8 6nergy in crowds or SOCia 
thr °ugh focus even in Wd pul1 in Chi or ^u. 

awareness and self-I 0 lStrac ^ n § situations. Build sel 
Non-Devouri ne f( , p , 0 f Ve ‘ 

darkness and li®kl° r ^*’ balance of op>p° s * te5 

Demonic ..P*" 

Daemon). 


CHAKRA 3: MANIPURA - NAIKIYAS 

jyjp jsjavel Chakra -Naonghaithy a 

Manipura Chakra - ArchDaeva Naonghaithya - Solar 
plexus - Dushvarshta (Evil Deed)- rebellion, desire for 
command in earth and spirit, willpower. The third 
chakra is located at the solar plexus and relates to will, 
power, and social identification. This chakra's color is 
yellow. A lack of energy here may result in depression 
and confusion. Black Flame of consciousness, Ego 
identity, oriented to self-deification. This chakra is 
known as the power located in the solar plexus. 


YELLOW governs the SOLAR PLEXUS chakra, 
situated below the ribs. 

WISDOM, CLARITY, SELF-ESTEEM 

Personality Traits: Good-humored, optimistic, 
confident, practical, and intellectual. 

Yellow is a creative color and relates to self worth 
consciousness. This is the area of ^ P^ r ® on . 
”30 and the intellect. Focus on *isCh^a ^ 
us clarity of thought, increases energv is 
Ululates interest and curiosity. e . The 

atecl to the ability to perceive and a _ ^is is a 
low energy connects us to our men m as the 
VVei 'tul Chakra in one on one vai P. 














- confident 

- alert 

- optimistic 

- good humored 

DEVOURING- Drains from Ego and builds the 
essence of self from a conscious level 
Non-Devouring (self work)- Consciousness and 
empowerment of self. Understanding the sense of "I 


CHAKRA 2: SVADHISTHANA - AESHMA 

The Sacral Chakra 

Svadhisthana Chakra -ArchDaeva; Aeshma - navel 
area, slightly below - reason, emotion, aggression/ 
o tainment, lust. The second chakra is located just 
^ ig t \ below the navel, or belly button. This chakra is 

nf ° Ur sexua ^ drive and emotions. The color 

_ is chakra is orange. Water. Emotional identity and 

“ . ™ed t0 self-gratification 

back, and sexuaW m the abdomen, l° wel 

water, and to ^ * the elemen ‘ 

' ratn and sexuality. 

lower abdomen^ 5 ^ SACEAE chakra situated in tb e 


Resourcefulness confide nce. 


Orange is the color of success and results. Brings a 
sense of power to our workday and strengthens our 
appetite for life force and Prana itself! This Chakra 
connects us to our senses and helps to remove 
inhibitions and makes us independent and social. You 
may use this Aeshma chakra to pierce an Aura in a 
holiday - beach setting or night club. Another type is 
merely a social setting in which you may use the 
Aeshma chakra. 

Aspects of orange 

- sociable 

- creative anci self illuminated 

- feelings of Power 

- independent 


EVOURING- Draining through sexual contact or 
°m the elevation of the Black and Red Serpents 

!Xual ------ 1 1-;-i.e. succubus. 


vigor and dreaming projection i.e. succu us. 

>cus on your sexual attraction 
ink of the horrifying form you will take e 
sitation. Once you have done this, visual 
; fore sleep and imagine yourself flyi n D oU 

rm. 


Ul. 

n-De vourin g (se if work)- V&»: ^ 








CHAKRA 1: MULADH ARA - Taromat 


ArchDaeva: Taromati - The Bundahishn describes 

Taromat or Taromati as "The demon-Taromat [is he 

who[ produces disobedience" and the Greater 

Bundahishn "The dev Taromaiti [is she who] produces 

scomfulness". The essence of Taromat is a demoness 

which instills rebellion and choice. The root chakra is 

located at the base of the spine. This chakra deals with 

human potential and is stimulated through spiritual 

and mental rebellion, primitive energy; survival needs 

atavistic memory, Discontentment and our 

foundations. Earth, Physical identity, material body. 

Located at the base of the spine, this chakra forms our 

foundation. It represents the element earth, and is 

therefore related to our survival instincts, and to our 

sense of grounding and connection to our bodies and 

the physical plane including our ability 7 to rebel against 

monotheistic or enslaving principles mentally and 
spiritually. 


Red is the color associated with this chakra. Look for 
elements of Vitality, Self-Confidence and Courage. 

Comm° n Personality Traits: Courageous, confident 
and strong willed. & 



It is the^reT f m ° tl0n ' move ment, desire and streng 

this earth Theholoh' rf™* Stabilit y and y our P Iace 
earth and the Will itself P1 '° V ' deS the P ower fronl 

is the area of co Z T ^ 



y pprts of red. 

- security 

- courage 

- strength of will 

- aggressive 





DEVOURING- Draining through touch and grasping 
objects, this type of Vampyrism is the easiest as it 
stimulates the nervous system early on. This is usually 
the first element of a practicing vampyre. 


Non-Devouring (self work)- Focus on the antinomian 
aspects of self, know who you are what you wish to 
achieve. 


Spiritual energy is mentally drained from people 
through astral contact, as well as clairvoyance among 
others. The powers of astral hunting through dream 
and drinking the spiritual blood is ONLY best 
Ascribed through the experience itself. The symbol of 
the vampyre who drinks blood from sleeping humans 
(Opfers) is not far removed from the astral vampyr 
predator - Known as Varcolaci - who drains hfetorce 

r om the sleeping humans astral body. The 
,° CUses via dream control shape shifting am ? t ] ie 
Naming events in a magical journal 1S 1 
ruination in its strength and weakness. and 

ft this be real, this is based upon ^ 
iJ lef ’ ^hat would be the purpose o in 
1 Sl *h a concept? By acknowledging 


thing 

a or View of 


e pt as a reality do we 

eat es 





mind. By continually striving for self-mastery and 
predatory spirituality, we become a part of the force 
we call the Dragon. It answers through us. 

Through the nightside, the Luciferian through will and 
practice, can shiftshape, to hunt amoung the shadows. 
The forms can be several, Varcolaci (a form of demonic 
bat-wolf and dragon resemblance), to wolf and bat. 
This is a mental discipline of utilizing the imagination 
according to ones desire, thus a high potential for 
magical development. Please refer to the foundations 
of the Luciferian Path as the gateway to the mind - the 
imagination being considered "Iblis" or Satan, thus 
Angra Mainyu. 














THE formulation of the shad 

A Focusing and Cleansing Rite of Lilith 


]ho follow ing W01 k is dedicated to invoking tho essence of the 
Demonic Feminine, the spirit and shades of Lilith the 
Adversary. While the equality of Samael and Lilith (or Ahrmtan 
and Az-Jeh) is significant, some Luciferians and vampvres, 
despite gender, should find the workings and empowerments of 
Lilith suitable towards the Great Work itself. 

1. You may face the direction of the North; the powers are 
in the North. Visualize a purple - black flood of light and 
within the center a burning red center - vibrate 

"LILITH' 


2, Visualize this blackened flame moving downward and 
growing red and full of energy as it reaches yo 

genitals, vibrate: "NAAMAH" 


T Touch the left arm and vibrate. LAMA 


Touch the right arm and vibrate. LIL 

_ w J 


7 . 


Face the West and vibrate: MAHAL 


Face the south and vibrate: "ARC> aTLIL 

__ Ttt 


; s, wolves 



Raise this energy up to the heait aiea and 
hands together and vibrating; AGGERETH 


pELONlTH 


*Te north, visualize beastlike and , oW then 
bats, wnhroc and other sl ‘ . nc sp: 





























"AROUND ME THE FIRE OF LIFE ITSELF, THE GIFT OF 
OUR MOTHER WHO BOTH DEVOURS AND GIVES LIFE 
WITHIN MV SPIRIT THE IMMORTAL FIRE, KI-SIKIL-i.l' 
LA-KE" 


AN INVOCATION TO LILITH 

A Calling to the Nocturnal Spirits of Lilith 
Who blesses the seeker with the spirit of divination 

Offering: On the Night of the Dark Moon have a bowl 
of honey, jasmine, myrrh or any herb specified by your 
workings, sprinkle with dried or wet menstrual blood 
is possible. 

Use sounds which recreate the sound of wind, or the 
insects of night. You may use the natural sounds of 
your environment if fortunate to be in a secluded area. 


I 


Now Listen to the Voice of Primal Darkness. 

Tire Cold and pale face of my daughters who thirst 
Called death to the unknown, those who are not of me 
Yet ecstasy and life to those who know me 
Worship me with howling and copulation 
Worship me with screeching and shattering 
arri darkness eternal a spirit which cannot 

Whose talons are like piercing ^ S w ^ te]an d 

**■« m »y go forth L wilderness end by ; r —« 

1 arf j Lilith, Mother of Harlots, fjends 

mging spirits, shades and twt^ n ed 

, 1 am Lilith, infernal G°dd 0 ( jewels and 

yaH open forth Zemagarad, th ^ P c 0 ftheHe* vens 

6rrial beauty, I shall be the Godcies 

and the Depths o s j, a dow 
Cf darkness and dragon-spJ r _ 

by Aggereth, Daughter o ^ 




* a 




Bv all thy forms and children eternally wandering 
Who are as beasts drinking from the wound of night 

Blood moon, Lilith I become 

Bless me with the spirit of passion, of divination and 

The Art of the Vampyre 

Grant me the forms and knowledge of the Beasts of 
Prey, that I may clothe myself in them during the 

hours of sleep. 

Bless my Work and Life O Spirit of Blackened Flame! 
i am the Godless Whore and the Queen of Chaos! 


v£ NOW SKULL BOWL (Knpaln) or Chalice filled i 
Blood (not literal blood) or chosen sacrament: 

In this chalice is the blood of life 
From which I drink of each night 

* ' 11 i 1 rit to the powers of the Air 

shall awaken my spirit to the powers of Water 
i shall awaken my spirit to the powers of Fire 
shall awaken my Body to the powers of Earth! 


THE RITE OF MAGNA MATER 

DAEMONUM 

The attainment of Lilith as the Daemonic 

Feminine or Luciferian Angel 


Prepared May 11 th 2008 during extensive Lilith - Qlippoth 
working. This rite ascends and upholds the balance of the 
Adversary in the form of Lilith. THE INVOCATION including 
the BARBAROUS NAMES to obtain the higher articulation of 
the Luciferian Angel, the Divine and Demonic feminine of 
LILITH, our Mother. To be not confused with any association of 

/ vf 

sexuality or preference, rather affirms the instinctual guide of 
the Daemon as equal in the Adversary. Shall ' Azal ucel affirm 
the union of the spiritual elements of Samael and Lilith, or 
Ahriman and Az-Jeh. 


the oath 

Thee I invoke, the Deathless One. 

0 Unclean One, and Spirit of Defilement, I seek yo 

Goddess! 

ri ^e, that did ascend to the heavens and dwells in 
r hee, which is crowned among Beasts of Prey 
Thee, who reins in Darkness and Conquer: F 
^hee, who bears the light of her Matt, San seen j n flesh 

1 Art KI-SI-KIL-LJL-LA-KE, whom no man 
Biou Art Lamashtu, the blood drinking flesh 

who seeks eternal life and the pka “ jaunts 

> Art KALI, who devours all in blackness ar ^_ 

grounds _- " 








she who rejoices in the immortal spirit. 

Thou know the just and Unjust 

Thou who brings in union the Male and Female 

Thou who produces the Fruit of Wisdom and the knowledge 0 f 
Good and Evil 

Thou who doth stir men to War 


nation. 


Mail Baba I on the great the mother of harlots and abomi 
of the earth. 

the affirmation 

1 am Mother and Daughter, whom is Wisdom and Lust 

I am Sister and Lover, whom is Passion and Instinct 

Hear me now, I am the Angel of the Abyss, called Tiamat, the 
Dragon of Power 

I am Antitheoi, she who devours all Gods! 
i am Goddess, none other shall I bow before 

AIR 

1 INVOKE THE NAME OF GOD, THE POWERS WHICH I 

HOLD IN MY HEART, I AM THE ONLY GODDESS WHICH 
IS: 

SHAD AD - Ho overmaster, empowering strength, destruction 
and mastery" 

HAY-YEH - "Demon Reversed, Independence and Power" 


£111 LI 1 UVYfl 

TETRAGRAMMATON - "I am Goddess and the Unifie, 

LILITU - 'Tam the Queen of the Powers of the Air" 

ULI - O, Flyer in a dark chamber, come forth" 

PABAD BA-LELOTH w 

in the Night" Thou are Vampyre, Succubi, Dt 

° f “ K nir ' *'* nStml b0d y hbM ' »-*«» 

«nyfonn wished. Th e Powers of the / 
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! ' n ,, e now. Make all Spirits attend to me- so t u ' 

Hf r r above the earth and below the earth, to the cT,' Spirits <* the 

the heigh* of mountams, upon desert winds “wT" of *» 
^ “ may haunt, O Unclean One, and Spirit of n rH Ute 

air and ° f Blackest F,re ' ever Y Spell and p 0 ? 1 emen t of 
f■ ^all be obedient unto Me 0Wer of the 

Ad 


ay haunt, O Unclean One, and Spi 
u flins air and ° f BlaCkeSt Fire ' eVer v Spell and p n 6 1 

h lf ^ rv shall be obedient unto Me 0WeT 

jversa r > 


fire 

I invoke Thee - 

KAU - "Goddess of Blackened Fire, who drinks the blood of 

al j. Mother!" 





SEKHMET - “Lion Goddess, Mother of Spilling Blood and 

passion of Life 


ARDAT LILI - "I aiTL the servitor of the Goddess, of three 
phases of the Moon, I shall visit those desiring in the night, to 
issue forth phantom children" 


j 1 LIN - "Hail the horrors of the plagues of mankind" 
PHTHONOS -"Eye of Immortal, Burning Fire" 


BABALON - "The Goddess and Mother of Lust and Pleasure" 
ABITO - "The fire which awakens the day of spirit" 


SATRINA - "Whose Kiss is 1 ire" 


THE DEATHLESS ONE. 

Tie concept is of the spirits of Fire , Lilith ns the )ottnger AlfliiitWr 
succubi who below the waste is adorned in fire. She is . 

fety imagination and instinctual desire. The element of tre 
A 1 fo her destructive and vampi/ric nature of consuming- 
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, ,1 snirits attend to me; so that all s ptnts 

Hear me now, Make al -1 thc ea rth, to the cold depths of* 

ether: upon desert wmds where desolate * 

and the he.ght of m ^ Qne< and Spirit of Defilement. 

spirits may haunt t Fire< every Spell and Power 


> 


am* t o I Incieaii- 1 

spirits may haun , ^ ?{re eve ry Spell and Pow 

whirtng ^KdI be obedient unto Me. 

Adversary shall W 


er of the ' 


WATE) ; 


I invoke thee- 


TIAMAT - "The First Mother of Vampyres, of Demons and 
the powers ol Chaos! 

ANTAURA - "Who comes from the depths of the sea, She 
who eats flesh, drinks blood, who holds the power to ruin the 
eves, there darken the head, seethe and writhe as serpent" 

wr 

HECATE - "Maiden, Mother and Crone, by the power of 

Three" 

LILITH BUZNAI - "Angel of Passion and Beauty, bless my 
flesh with life eternal" 

Serpent, Woman of Harlotry, End of all Flesh, End of Days 
TATROTA - "Who once drank the life spirit of the cherubs 

PIRTSHA - 'By dreams shall I come to any who call" 

DIANA - Who is beautiful in the sight of the moon" 

BYZOU - Who arises from the abyss, who drink the lib 3 * 
spirit of the young" 

T-r From the Primal, she who coils like a snake, lCV 

uke a lion, hiss like a dragon" 


r,OR GU '^ T 8 Mothe r from « * 

from the watery palace of night, i et Us ^ come 

l, P°n the p 0o i 


DEATi 1LESS ONE' 


\liun * k v-un t! 

Th econcept of Water the dragon-serpent Tm ml and ,. . 

ptftss which rises from the depths of the oceans. bvSS ' c 

Dr me now. Make all Spirits attend to me; so that ,11 ■ • 

ether: above the earth and below the earth, to the cold dLTT'f ^ 
an d the height of mountains, upon desert winds where dt 1 ^ 

spirits may hau ' lt ' ° U " dean ° ne ' and S P>™ of Defilement" of 
whirling air and of Blackest Fire, every Spell and Power of the 
Adversary shall be obedient unto Me. 


earth 

1 Invoke Thee- 

KEPHIDO - "Mother of the Earth, who calms and enrages the 
beasts of the earth" 

AMOZRFHO - "Who begets Lilin in the darkness" 

TILTOI - "Who resides in the howling winds of the desert" 
HAQASH -"Who guides Hyenas and Predators in the Night" 

AILO - "Who seduces the flesh to the pleasures of life" 

ABNIQTA - "Who haunts mountains and lonely places 

AGRAT BAT MAHLAT - "lgrath the daughter of 
Mahal a th, Prey 7 upon the sleeper 

MORRIG AN - "Who in love and joy haunts the fields of 
battle" 

ALBASTI - "Lady of Red, Ladv of Blood, Goddess of fever 

snd hunger" 



* attend to mt./ so llicit til] spj^jc^ 

Heir me no*' M * k * ^below the earth, to the cold depths off' 

1 r! ”hove fe *> rth ‘’ ’ ins upon desert winds where deso| at( > 

u!'l the hetR'’ ,of ( m o undean One, and Spirit of Defilement,„ 

spirits may l,aun *; f pbckest Fire, ever)' Spell and Power of th e 




^^ntuntoMe. 

Adversary «w Go(irf( , ss of Predatory Beasts such ns 

The concept o) Ear ' ' _ ne Eart h goddess is both devouri 

Uons/Oits and won l - 
mirtvruifr 


inv 


0* 

“i 


SPIRIT 


! invoke thee- 


LILITH - "Goddess of Beasts and Bir ds of l rey 



" r l he Woman of Whoredom, who 


liberates'' 

AZ-JEH - "Goddess of Blackness and Spiritual Hunger, whose 
spirit is not constrained" 

TAVARI - "Nightmare and vision bringer" 


TEHOM - "From the abyss 1 shall arise" 


C \ BELE - "Who is Mother Personified" 

THIS IS THE MOTHER OF GODS! 

THIS IS THE GODDESS OF SPIRITS! 

THIS IS BABALON T1 IE GREAT, Ti IE MOTII ER 01 
THE EVIL WOMEN AND 01 i HE U NCLE AN 
THINGS OF THE EARTH! 

THIS IS SHE WHOM THE WINDS FEAR! 


hear me- 


j ONlTH - "Lilith who seduces all" 

MACH ALOTH - "Serpent Goddess upon a Scorpion, she 

L unleashes the repressed 

\\ 

VEGA - "Serpent Goddess, who fornicates with the sleeoine 

i is m use illuminated" s 

^i^AMAH - "By who by musick and dance stirs the spirit 

and desires 

LILITH - "Thou Art Mother of Belzebouel, Xachael, Zazael, 0 
thou Mother of Ahriman rise up through me" 

the attainment 


1 I am She! The Deathless One! Having the sight of 
Spirit, whose feet are the talons of the bird, who 
is strong with the Immortal, Blackened Fire! 

2. I am She! The Lie who is ever changing and 

unconquerable! , 

3. 1 am She! Who rejoices in the fornication in the 


World! . i 

4. I am She! Who rejoices in the Abstinence me 

World for the journey of strength of - 

beautiful unto herself! tv e 

5. I am She! Who lightened and thun 


6 . 

7. 

8 . 


Goddess o Storms! 

I am She! Whose tongue is 


forked, whose words 


re sweet! , . 

am She! The Lust of Whoredo 

She! The Beauty of Motherhood. 


am 


141 








ch(J i The Wisdom of Age! 

9 ' 1 am SLi Whose Loins are Aflame and who* 
lfl.I am , 

, i umle'Who'Jves life and devours the bio* 

' cnirit with joy! 


HEKAS! HEKAS! HEKAS! 
SO IT SHALL BE DONE! 


CASTING THE SHADOW OF thtt 

goddess 

0 . 


The concept of “Kia ’ from a Luciferian perspective is 
the very foundation of The Black Flame, it is the fire 
from heaven which has no form rather is the 
archetype ol the self. Kia, as Spare wrote in “The 
Book of Pleasure" that the Kia expressible from 

conceivable ideas is not the eternal Kia. which 
devours all belief. There are two specific aspects of 
gia as not only a Luciferian force yet also at its core 
a Vampyric fire which is a foundation of the path. 
The very subconscious itself is deeply rooted in the 
Manichaean Az, the Mother of Vampyres and 
Demonic or rebellious spirits. 

All forms of life are touched by the Spirit of the Dark 
Goddess, she, like Ahriman, her mate, is protean in 
form- changing, mutating shaping to her desire and 
that continual flux in which the Blackened Fire 

gives all spirits. 


“Az (Hyle) herself mingled her own self into them. 
And that one part that fell on the ocean- an ugy, 

ravenous, and fearful monster came of it an i _ 

crawled out of the ocean and began to o 






* * her desire 

Az, whose very foundal ion is asseiting t0 

Unto all living things, mingled ^ el * e an d animals. 

Shabuhragan with all plants, re . . ^ 

1 then gave some ol her burning . ^ f or m of 
cre ated a Leviathanic or Tianiat - 10 ~ 



wh ich came forth from the abyss or 0 

darkness wm eggence of spl rit crawling f onh > 

This iS T- Ihfeverburning need to create and '* 
oU r minds- tne 


destroy- 



, • n<rp of “Stealing the Fire from Heaven 

I h 6 t-Tspare presents a spirit formed as a f 
" m.nil.st»U»n, a fall™ 

>Ti# fT M l I \ "\ I— 1 I 


k 


a Part f, s i 


, nd abyssic mamiesrau. - an ?el anJ 

„»,»! to 8»ai P«*“ i° » h “ f ’ lle " ■>* 

>einira holding otto skulls. 1 he shells are siv.nnu 
)V that Luciferian Spirit who hac t ie courage to 
iee k his or her desire and flesh. Here we see the 
orresponding interplay of the Adversary from, 

L.„;„;hp noranective - she drives and manifests all. 


Az. the very Goddess of our path who has many 
names entered creation along with Ahriman and 
gave the gift of fire or spirit to all things. A? 
according to Manichaean mythology is the first 
Vampyre, her fire and core essence not only inspires 
motion yet also devours. Az is called in the 
Shabuhragan the “man consuming” spirit who 
from heaven onto the earth and inspired it wit 
monsters from her own self. 



i 



0 nAM> PARTASAH, PATROTA Ponn 

2 TALTO. ' P0 “0. SATItIN, 

“Folklore of the Holy Land” Lilitn-. 
written as AMIZ, AMIZU, AVITU, BITU^Tnno 

•IK. ILS, KALEE, KAKASH, KEMA iS’ 

PART ASHA, PETROTA. pods 

SATRINAH and H1LTHOH. Other versions mT’ 

her as ABYZU ALIO. ALU ARDAD. L1LI. GALLJJ 

__ t at T nTT OT T T . AAiT A got t n i _ 




her as ABA? 

gelou, gilou 

zephonith 


I >.\M ASSU, ZAR1EL 



Lilith is also known as LABARTU, LILDTHA. 
LAMASHTU, LILI, LILIT, LILLU, LILITU, 
LILLAKE and the MAH 5 OF LILLA. 


The Nightmare names of Lilith present her as the 
devouress are given as such'- Bogy-wolf Nightjar. 
Screech Owl. She-Wolf, Queen of Zemargad, The 
Night Hag. the Child Stealing Witch, the Flymg 
Demoness and the Maid of Desolation. 


Austin Spare understood the essence of the Witch 
Cult and the balanced initiatory perspectives of t e 
Goddess in both beautiful and horrifying 
manifestations. She is presented in num 
illustrations as the Witch Woman a PP® arl ..g^ 
hag, seductively gleaming at the ° J. ^ g creat ive 
The Witch is much “like Lilith ^ ” devours to 

force yet also one which rather the 

grow stronger — it is not a lus 








even hen 


the 


i 0 f ancient Babylonian 
Ishtar, a was dual in nature and w* 

Chaldean m.' th ower of fertility, love and * 

She held tne v planet Venus, Ishtar eve, 

Associated »> _ held powe r to cause Vam Pyr 

ri 9 d e ar the r dead to rise up and devour the living. ; 

, f Tohtar descending to Hades, 0r 

S«“l'rW * «*> 

o;Sd»XTm«y enter. 

Ifthou dost not open the door, and if I cannot enter, 
will attack the door, I will break down its bars, 

I will attack the inclosure, I will leap over its fence, 

I will cause the dead to rise and devour the living: 
t „r-ni mvp tn the dead power over the living. 



The Queen of the Underworld, Ereshkigal, was a 
powerful Goddess with vampyric and sorcerous 
traits. Her husband, Nergal was the God of Mars, 
Darkness, War and Death. Ereshkigal had a servant 
named Namtar. who had the power to unleash 60 
diseases or demons. 


Understand that belief is a powerful and drive poDt 
; iy practitioner of Magick — to be successful yj® 
must suspend doubt, enflaming yourself iu | . 
desire of the act itself - forgetting result. The ^ 

itself will cause completion. The Book of Pleasure 1 
A( S Pare reads “Belief is eternal desire", thus; 
gjg jgsy of the act and process, the etern aljg^^ 


ways puMt-LWA j top m nrp i UUi u 

; P lete in fulfillment, due to 

individual must continually see k more power * 



Desire as symbolized as Az or Lilith h 
language all its own The process of Magick and 
Sorcery is accomplished successfully when th e 
individual is able to create their own symbolic or 
‘barbarous language based on their dynamics of 
sexuality. This is the heart of the works of AO Spare 
a nd the Witch Cult. Reaching into another reality is 
the subconscious desire in seeking the eternal belief, 
that desire never reached yet in timely or untimely 
manners - quenched for a moment. 


Often, during the plethora of rites centered around 
the goddess, the Samaelian urge to unite attributes 
the Daemon to reach up towards the Goddess, 
during this act the one becomes Beast with ! ’hioa or 
Cain awakening - this is the Sorcerer his or her self. 
It is noticeable that one is not greater than the other 
- only in unity can they become greater and ONE. 
Call this Azothoz or the Circle of Self. 


iderstanding the Goddess is e j' sel | t ' a l;° et 
ciferian path - not only in undent.«£* > 

eper into realization of Her poten ‘a. t, fcnnB t0 
Babalonian Daemoness, she is cq power 

mael, think of the inspirational point ol nv ^ 
^ , , 1 • h nod Split up 









rMVOCATlON OF HECATE 

/ notation and Ensorcelling of the l,„ 

A Kite o/De~ ^ Queen 0 f Witchcraft Hecate 
„ I invoke thee Goddess of the Crossroads 

. «S, chthonian and Abyssic One, Goddess of the 

.elestial, Uit Saffron Robe 

he who loves solitude Sepulchral One hear my 
"hosphoros, she who bears the Torches of Black, 
b Fire! 


m Y calls! 

enpH 


0 thou triple shadow of darkness invigorated! 
Huntress of Night and Forlorn dread! 
Hecate, the one who holds herself far off! 

I invoke thee, O Chthonian Goddess of the Moon! 
Who is the Demoness of the Manes of Darkness 


Who bestows pale moon reflection of the faces of the 

dead 

Priest or Priestess, it matters not 
Vet who can bring her beauty and passion forth 
Hail thou, Triple shadow of splendor and immortal 

hunger 

Who seeks the kiss which brings blood 


Nykteria, She of the Night, Beauti 1 u f i daunting/ 


Burning Eyes , 

eous and malicious, Thou wise Queen of death & 

shadow witchcraft . . 

Tytania! She who is immortal, pale and beautiful 

above all Gods! 


Beautiful and strong beyond measure. Them Moth 

D life and renewal 0th 

Youthful and virginal. Thou Maiden of the Moonli 

gardens 1 


er of 


it 


Epikaloume se ten en to keneo pnevmati, deman 
aoratan, Pantokratora, theropoian kai eremopoian' e 

misonta, oikian efstathousan 2 

I invoke thee Hekate, she who dwelleth in the void 

and shadowed place, 

the terrible maker of horror and desolation, Antania! 
She who devours life and grows stronger still! 

Nyktipolis khthonie! 

Whose powers are of Hades, Earth and the Heavens! 
To Her that is both Death and Spiritual Immortality, 

Hearken to me Hecate! Crataeis! 

0 Goddess of Elder Oak and Waters touched by the 

Moon! 

Therobromon, she who inspires beasts to howl! 
Hail thou, Triple Moon'd, Mormo, Gorgo and blood 

consuming Mother! 

Send forth thy Empusae and Lamiae to guard my path. 
1 invoke thee, Hecate, Come forth and be present at 

our unhallowed rites 
So it is done! 


e . invisible, Aim** 1 *' 

'ill upon you who is in the empty Spirit, _^ stable." - Aid® 


a ho 

C 


creates summer and desert, who hates a house tiut ■ 


r ow]ey' s translation, published in Moonchild. 





N OX DI NOCTI 

, c Inv ocation of the Power of the Dark fv^ 
A Vam P yr Jit and Darkness, Vampyres awakened by the 
The Gods of N g ^ D f the Crone. 

. the all-powerful and Immortal Goddess of the 
Hecate is ■ Greek manifestation of LILITH, 0u r 

Vampyre. ' Goddes s of the Path. Know that Hecate 

Mother am reveals what you can understand and 

wears many masks, 
utilize within yourself. 

Upon the hour of Midnight, I do invoke thee 
\< >\, Mother of Mysteries, Father of Serpents 
To the Selene who is Luna who is before the Fires of 

Day 

I invoke thee most powerful, wise and immoital 

Hekate! 

Triple Moon'd splendor of darkness and pale ivory 

flesh 

Who fortifies my works of Magick and Encircling my 

Desires 

! have the Spirit-Thirst as your child 
Satisfy my desires as I go forth in Shadow 
To walk trice around thy circle against the Sun 
Do I enter the palace of manes and shadows 
Torch-Bearer, whose fire is the Black Flame 



. die Ancient to the Arte of the Daemon. 
Thou Mother art crowned in Oak Thom and Coil* 1 

. Serpents 

Jho is surrounded with ravening wolves and dog 5 
Unge nng Goddess seeking the Skull-Cups of B' 00 ' 

Offer a Drink to me! 


phantasma, Attend to me! I seek in sleep to 

khthoniaf 
So it shall be! 


wander th< 












r 
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PART FOUR 

qlippothic luciferian 

MAGICK 

And 

VAMPYRIC SORCERY 
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ADVANCED VAMPYRism 
QLIPPOTHIC SORCERY 


So-caliea p=>.y m,ll Fy"sm is directly ac ?nr - . 
with the predatory spirit as it is developed Tth 

subconscious. It must be considered that va mpvri ' 

„ initiatory process, like Luciferian . .5 


the 
is 


,LUUJt - ” 7 Mmwcu ™at vampvrism k 

l initiatory process, like Luciferian Witchcraft, whir 

is never quelled . sated. The Vampyre Magickian will 

always move to:, ward. Transformation over time will 

change the couise and mode of initiation, but the aim 

will be the same - power and spiritual continuation. 


Qlippothic Vampyrism holds relevance to the 
Vampyre Magickian as it is a state of delving the 
depths of the subconscious and as some considered the 
infernal realms - from which the subconscious mind 
opens to. 


The ArchDemons and Qlippothic servitoi demons 
manifest in the earth in numerous ways; however the 
very role in which they manifest is different than the 

ArchDemons. 


F Q| instance, the ArchDemons rule the specific 
Qlippothic Spheres in a transcendent manner, t at , 
invisible to us to us but relations are made throug 
invocation and the assumption of the spj 
Qlippothic servitors or demons can be 


rn ^ ^ 




* . * - 
























is that they are more advanced a 
reason for this ^ or awakened powers. d 

ascension orien 

,. . hic spirits are very powerfu 1 and benefit 
^ Vampvre Magickian who can tap their pov%s 
‘° them or simply gain them according to utili^ 
le AmhDemons and their spirits. These specif J 
ders of demons rule 490 leagues of spirits. As lil itll 
S the Mother of Demons and Vampmc Spirits, she h as 
480 spirits - The Moon is the sphere attributed to her. 
The sphere of the Sun is said to have seven times the 
number of the other demons. 


I he methodology of working with the Qlippothic 
demons is to turn poison into a beneficial medicine of 
initiation. One must move through the Averse 
Sephiroth, the so-called fallen restrictions of the 
universe, where there sleeps an ancient dragon. Seven 
heads dwell there, yet through the seven the eight 
arises. Hus power is essential to the development and 
empowerment of the Vampyre Magickian. 


SITRA ACHRA 


Qlippoth is from the word "kelipah" which is 
Jk or shell . In Luciferian and Vampyri c ^ a P c , 
• t p _ rcerer fills these shells with energy and ab$ ot 

W he n fa v St described in the following 

QlipDoth; 0r ev °king specific energi eS 

ppofc demons these sy ” Jic shells or SP* 1 ' 


bconsc— are given f 0Tm - 

Vampye uses astral tendrils to devour their eL 
thus causing these aspects of energy to J 

v our subconscious. Once this energy haft 
consumed by the associative bestial or demonic as^Tt 

in y° ur min f' the C °TT 0US wa king mind makes^se 

of this knowledge and allows it to be manifest in yom 

self as it is. 


The Sitra Ac lira is a name for demonic powers which 
ar e structured in an inverse sephirot or tree of death 
The home of Sitra Achra is the left side, in the abyss 
and is ruled over by SAMAEL and LILITH. 

It is said the Sitra Achra has no energy of its own but is 
a vampyric energy force which drains the so-called 
divine light. Entering and working with the forces of 
Sitra Achra are beneficial to the Luciferian Magickian 
as he or she understands the infernal and chthonic are 
foundational aspects of the mind and spirit; they 
should be respected and explored. 




The Sigil of S amael the Black as received b]t ^ 

author. 


SAMAEL AND CORONZON 


The Vampvre at the heart and center is a spiritual 
accumulator of energy, us.ng it along with its natural 
Chi or Prana to transform itself into a Godlike beiJ 
phe two primary manifestations of the Adversary in 
tire Luciferian Path are Samael and Lilith. The third is 
Leviathan, the L)i agon of the Abyss which encircles 
atu i causes both to join. 

Coronzon as described in Book of the Witch Moon ,/ is 
indeed a Vampyric manifestation of the desire to gain 
power within the abyss. As the Luciferian enters and 
inyokes the essence of Coronzon, there is a seeming 
power-surge of emotions, their shadow tendrils 
entering the subconscious and energizing them with 
the spirit-wisdom of Coronzon. It is at this vital 
moment that the Vampyre must drain these tendrils 
and call Coronzon within. Coronzon is not the 
negative-destroying force perceived, rather it 
empowers anci charges the Magickian who is able to 
perceive it from a Luciferian perspective. 


meth Grant in "Nightside of Eden wt° e _ ^ 
horizon (Crowley's spelling) is die ^ ae . .. 
yss, the fiery illuminator like Unens, w 10 ' . QUS 
tkti, the Elder Lilith ascends through e 
e Magickian and transforms tluni in 
er than Coronzon o) ii ° n . TO 

" Qf ___ant. it is the iT — 





enlightenment, 




The 





nf the fallen one and be a , 
you become prey to its po^ 

r \ or Goddess 

^re is no inbe ^^ on once, describing it fro m an 

Dec mentions er5 pective: 
inferior Chr.stian petsp 

tfnr SO is the name of that mighty devil), 
"Bat Coronzonyu nn(i perceiving that the substance of 
envying man sJe"-W mj unpe ,fect in respect to hi s 
man's lesser pm t ■ J ^ m(in and s0 prevailed. 8 V 
purer essence, 8 accursed in the sight of God, and 

harden of Felicity and the judgement of hi, 
so lost both t s ^ ^ (ferly t!ie favour of God. But he 

understanding, scriphl res record) unto the earth 

;*»'ZLid wUImMs .... Bui in tom*Hum 
2 f i«t m, * AW* ™ d ““ - 

• Enochian Magick ot Di. John Uee b\ 


F ¥ 

nces 
nffrpv lames 


Coronzon did not envy man, rather looked upon it as 
pathetic and without greater substance thought along 
with Lilith to offer the gift of Godhood to those wio 
ivould be brave enough. This is the essence of agic^ 
- the self-empowerment to raise yourself up like a 01 
or Goddess, to move beyond that to actually BE a 0 
or Goddess. 


Samael, the Angel of Poison is called so due 
connection and association with serpents. This 
form of wisdom and predatory strength/ the p a 
tire Blackened Flame itself, t is known 1 hat the 




it 


of the 7 headed drag^i^ 

Christian in its powerful manifestation. Kenneth^c£ 

L rS to a Sumerian mentioning: am 

first by a Scorpion 

ri second by a Whirling Cross or Thunderbolt 

tburd by a Leopard or Hyena 

The fourth by o Serpent 

The Fifth by a Raging Lion 

The Sixth by a Rebellious Giant 

The Seventh by Typhon, Angel of the Fatal Wind" 

Seven, in relation to mythology and the Luciferian 
iath is paramount. Within the Black Order of the 
Dragon, the Cult of Ahriman or Yatuik-Dinoih 
approach sorcery and Luciferian Magick from an 
ancient Persian perspective - to open the gateways to 
the ArchDaevas who are seven including Aeshma as 
the wielder or director of the force of the daevas. 


In some Rabbinic texts, Samael is called the Shadow of 
Death In the Midrash Konen Samael is attributed as 
the Prince of the Third Gate of Gehenna, which opens 
on Jerusalem. In the Bereshit Rabbah, a classics 
text, presents Samael as the Guardian Ange ° 
thus associated with Esau, whom ^ 

"Nightside of Eden" relates to re , - n Hebraic 

thus the accumulation of power. • d es 0 ver 

astrology is the Angel of Mars, w 0 P 
storms, water, fire, war and chaos. 








( Maeickal transformation. The Fire wW 

in Stage lto humanity was done so in several pha^ 
WaS 8 tholoeical tribal legend of Eve being ridd en by 

Z Spent to beget Cain as done with the sp iritUa| 

h r nr joining of Samael and Lilith via thp 

“jSTnu. Watchers joined with the knowledge 0 f 
Samael and Lilith, thus is the nature and process 0 f 

RaSac ben Jacob ha-Kohen wrote an interesting 
,«nriated with the Adversary in the 13"' century: 


"Rabbi Isaac then explains that when Adam ciud Eve s iwicd 
iu the Garden, it caused two sexual awakening among the 
two pairs of 'twins'. This was the awakening in which the 
snake, either called Nahasiel or Gnmliel, took part - the event 
that caused evil to become its own entity capable of 

expression. 


The question is then how did Samael and Lilith become 
paired together? Samael was an archangel of Rome b 
originally one of the fallen angels in the Book of Enoch. 
Lilith, on the other hand, was an ancient Near Eastern deity, 
who was mentioned in Isaiah 34:14, and is known as fl 
danger to infants ." 

-Samael and Lilith 


The event of initiation, the process is not evil aflt- 
should not be shunned. It is Samael and Lilith one 
bringers of Light and Darkness, they initiate human^ 
to be as Gods and be able to transform their 
ntinds accordingly. The responsibility is paramoufl 


not without danger, yet beneficial and *** 
spiritual and physical sense. Wardl *g in a 

Th e Vampyric Path further solidifies n„. , 
bea utv of the Adversary - the Vampy re *££^1 
or her mind and thus spirit into a predatory be! 
something structured in society to be changed L 
making humans like sheep. Just as Wars shall a l wavs 
be, chaos and strife, so shall the instinct of Therion be 
present. It is a part of our subconscious mind, the 
location of tire True Will of the Luciferian. 

Being a Spiritual Predator requires discipline, restraint 
and the intelligence to remain balanced. Operate 
within the laws of your society and learn to be 
productive. 







THE V AMPYRE LAMEN-SIGIl 



The Black Order of the L>ragu* 



The Work of the Vatftpy 

The Spirit of the Adversary joined in 
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the QlipP oth ave s P heres and avenues of prima , 
energy which may be consumed and used to 
the Vampyre Magickian. Most fear the q li ppot h as 
place of death and negativity, however these energies 
tire primal and represent various elements of the self 

Neptune - KETHER 
SATAN or MOLOCH 

THAMIEL (ThAMAL): 

THADEKIEL + ABRAXSIEL + MAHAZIEL + 
AZAZAeL +LUFUGIEL 

Dual giants, bestial atavistic demons with Bat Wings. 
This is a form of the Adversary. These spirits seek to 
continually join their bodies with other spirits and 
forces - both sexual vampires, draining energy 
through the heat and desire built energy and by 
possession. Working as a Vampyre in this sphere 
represents that you must seek to understand the sexual 
desires within yourself, the fire of being and what your 
drives are. Satan is the fiery aspect of the Adversary, 
understand in the heat of emotion that you must 
always calm and collect yourself at times - drain wi 

caution, control will keep the Chi : ■ !! - ul! 








































Pluto - CHOKMAH 
BEELZEBUB . 

CHAIGIDEL ( C h £ GOLEBR1EL + DL'Rp, 

CHEDEZIEL + riQUEZ» tL UUB RlE L 

, at HA7IEL + LUFEXIEL 

Blackened demonic giant-spirits with venomous 

serpents coiled around them. 


Saturn - BIN AH 
LUCIFUGE 

SATERIEL (SATARAL): 

SAT' RNIEL + ABNEXIEL + TAGARiEL + ASTERIEl 
+ REQRAZIEL + ABHOLZIEL + LAREZIEL 
Binah are called the Saterial or 11 arasiel, the Destroyers 
whose forms and appearances are gigantic black veiled 
Heads with Horns, and hideous eyes burning blood 
red seen through the veil, and they are followed by 
evil centaurs or bestial figures. Using darkness and the 
night to take form and project in dreams. 


Jupiter - CHESED 
ASTAROTH 

GAMEHIOTH (GAMChATh): 

GABEDRIEL + AMDEBRIEL + MALEXIEL + 
CHEDEBRIEL + A'OTHIEL + THERIEL 

Gagh Shekelah, I he Ones of Chaos, and their forms are 

those of the black, cat-headed Giants. They are also 

called Aziel, Chazariel and Agniel and related to 
devouring forces. 


j 4LEB (GLEB): 

r .\MEUEE + LEBREXIEL + EBAIKifi 

Burners with Flame, these spirits relate 
egression, for the Vampyre M agicki *. to and 

energy or 1 motivation action. u! ansim P'y 
ca lled Zaphiel, and their forms are those f " also 
black heads like a volcano erupting. en «mous 

The Sun - TIPHERETH 

belphegor 

TAGAR1RIM (TGRRM): 

TAUMESHRIEL + GOBRAZIEL + RAQUEZIEL + 
REBREQUEL + MEPH1SOPH1EL 

These demons are known as Zamiel, and they are 
black giants, opposing each other. They relate to 
creative chaos. 



Venus - NETZACH 
BAAL 

HARAB-SERAPEL (HRB-SRRAL): 

HELEBRIEL + RETERIEL + BARUCH1EL + SATOR1EL 
+ REFREZIEL + REPTORIEL + ASTORIEL + 
LABREZIEL 

Ghoreb Zereq, or Dispersing Ravens. Their form is that 

°f the hideous Demon-headed Ravens using 

volcano, also called Getzphiel. Slur 
'avens, the flight of the bird in the night, the 

°f f're and air with regards to initiation. 






















adkaKlech I 

5 5 Z A ^' OLEmEL 


+ AFLUXRIEL + 


of 


L1BR,D 1! ffugglers of skulls], whose forms are that 

Deceivers [J gS dog-like beasts. 

a dull Demon-heaciea, & 

The Moon- VESOD 

GEDEBRIEL ( + G MAT A ERIEL + LAPREZIEL + 

IDEXRIEL + ALE i 1 ' ; : j : ‘‘ 1 1 1 - - 

Gamaliel, or the Obscene Ones, whose form are tho* 
of corrupting, loathsome bull-men, joined together. 

These demons are also called Nachashiel, Evil 
Serpents, and Obriel. The spirits of this sphere are of 
the Blind Dragon-force called Leviathan 0 r 
Ourabourus. In Qlippothic workings, this sphere 
relates to LILITH. 


The Earth - MALKUTH 
N AH EM AH 

NAHEMOTH (NHMATh): 

NOBREXIEL + HETERIEL + MOLIDIEL + A'AINIEL + 
THAUHEDRIEL 

Lilith, the Evil Woman, Who has many forms, changes 
afterwards to a black skinned and fur covered, 
monkey-like demon whose eyes are pitch black. 


Z the heads of the months 


6 AIRIR° N - ARIES (March 20 - April rn 

active Eire 

- from the Dragon Spirit 

Fourth Evil ! the «* of 



TlieV are ~ ‘"^ u spirit, the nr^ , 

the Fourth Evil Force; Samael the B ack 

ilors are black and f 


F |anieS ' . rq are black ““ Blac t 

Their colois ait black and they a ppe ar as , 

T in*n 


Dragon- 


-Lion 


ADiMIRON - TAT)RTS (April 20 - May 20) 

.fixed Earth 

Whose colois aie blood, mixed with water and 
dull yellow and gray. Their form is that of lion 
lizards who the Vampyre Magickian may use to 
drink of the vitality of those in large public 

gatherings. 


TzELLADIMIRON - GEMINI (May 21-June 

20 ) 

- Mutable Air 

Demons whose congealed blood, bronze and 
crimson. They are like savage triangular-headed 
dogs whose teeth tear the limbs of those in 
nightmares. This is restrained desires - they are 
given substance by such shells. Vampyres ma\ 
enter the nightmare of another by evoking these 
spirits, sending and binding dog form-sigils and 
draining life energy in the nightmare. 









SCHKHlKmON - CANCER (June 21 - Ju|y 
22 ) 

.Active Water blac k their form blended 

TS “>*"* crab and ,he lobs ««- 

; .The Vampyre Magickia,, may 
V , tavistic knowledge through dreams with 
these demons, also draining emotions from 
nfhprs when sleeping. 


SHELHABIRON - LEO (July 23 - August 22) 
-Fixed Fire 

Spirits whose colors are fiery, yellow and they 
appear as merciless wolves and jackais, howling 
among flames and seeking to devour those in 
their path. Master these spirits by evoking 
Shelhabiron and entering the nightmare, 
visualize your devouring a wolf and its blood, 
using a belt made of its skin. You can transform 
vourself accordingly and rise up as a beast. 


TZEPHARIRON - VIRGO (August 23 rd - 
September 22 nd ) 

■Mutable Earth 


Earth colors, dark forest greens, tan, and their 
zn^ 5 ^ v * n g y^t decaying corpses am 

sdS 6 ! gh ° Uls - ™ ese are corrupted 

tide cl'r^ 6 ShaJeS ° f the dead - Drink from 

si ght Evoke Tzeph a dream gain the P ower J 

T74 ——jjj^dyon in evocation working 


Active Air 

" a nd bloated Goblms whose are a ;, ■ 

gg the spirits of Lucifuge the 

Magickia may drink from their own fountain of 
life , consuming their instincts and spiritual 
detachment from the physical world. Th ese 

spirits aid in astral projection. 


NECHESHETHIRON - SCORPIO (October 23 

. Nov 21) 

-Fixed Water 

A copper dark brown, bloodied color their forms 
are demonic human headed insects. Death 
becomes transformation. Use the Necheshethiron 
when their veil of the living and the dead is thin. 


NACHASHIRON - SAGITTARIUS (Nov 22 - 
December 21) 

-Mutable Fire 

I hese demons appear as dog-headed serpents. 
Ihey are swift and seem to emanate fire in the 
triangle. Drink deep from them in evocation, 
drawing in the fire of the spark of the abyss, if 
Ending them to a sigil after evoking, send them 
forth to burn your target with inner desire - then 
rising to drain them sexually. You may guard 
. Vo uiself from attacks in the reverse manner. 

DAGDAGIRON - CAPRICORN (December 

H" d ' Jan : 









) 


-Active Earth h and bright thev appear 

Their colors ar fish like piranhas who 

^ ,hcn ’ w *“ arJ r " m bodv 
when profect in P “ stral1 ' 

.EHEMIRON - AQUARIUS flan 20 - Feb 1 

-Fixed Air Jimbs whose arms are 

forms are black and brown, they appear as awful 
beasts, like hippopotamus and an t k pliant hut 
crushed, or «S if their skin was spread out flat 
over the bod v of a gigantic cockroach. They are 
spirits of the air and relate to begetting the new - 
Behemoth is the point of mastery of the earth 
from the spirit bv continual force. 


NESHIMIRON - PISCES (Feb 18 - March 19 th ) 
-Mutable Water 

iliev Neshimiron appear as stagnant watery 
blue, their forms are as hideous hag - women, 
almost skeletons, united to the bodies of Serpents 
bind Fishes. The fish swim out of their sexual 
organs as well. The \ ampyre Magickian may 
diain and utilize them to drain others from the 
dream. Their instincts and emotions are 
powerful persuasion tools against another. They 
make excellent servitors as well. They demand a 

xual (masturbation or copulation) sacrifice - 

upon their talisman 


the center of the circle is f 0und 

Samael _ SAMAEL 


WvlODEUS. 

—^ aa me Devil r JM 

wouring and consuming life en of Tarot, 
of this force. Asmodai or Asm Hk “ s are * 

I man, crouchino- k„. ,_ appear s « 


te< u 


ed or 


others v\ 


-- ^smodeu, 

r bestial man, crouching but ‘ mMrs as * 

h a blood dripping maro . 1SCs to cru sh 


bloats 

;vvlt n a uiuuu unppmg ma Ce 0r . -H 

m this manner. ura ms 


life 


: force 


The Southeast Angle is the Evil Adam or Cain 
the son, a goat-headed, skeleton-like giant. 

The thousand- headed Hydra serpent; and the 
Elder Lilith, wife of Samael, a woman with an 
ever-changing and distorted countenance who is 
at times HAG - Young Maiden, Beaten Whore, 
Vampire woman, beast, bird, owl, etc. 



The Northeast Angle is Aggereth, the daughter 
of Machaloth, a fiendish witch with serpent hair, 
standing in a chariot drawn by an ox and an ass. 
She is featured in the LUCIFERI AN TAROT. 


Tlie Northwest Angle is a large Scorpion with a 
tearful countenance, but standing upright as it 
were and formed of putrefying water, dripping. 
With him comes the unnameable one, Abba don 
0r Apollyon the Destroyer, and his appearance 
an d symbol are of a closely-veiled, black, 
§igantie shape covered with whirling and cutting 
^ heels which are razor sharp, and in his hand is 
l_ Va st wheel whence come as it vd m__^ 












, cat-like demons. Behind him 
multitudes or croU ching woman with an 

JSTcruling along the ground like an 

beStia i eatine the earth, 
insect and eating 

, c „„thwest Angle is a winged lion and 
And at the ' ors e drawing in like a chariot the 

voungest Lilith, the wife of Asmodai/Asmodeus. 
£” dark, middle eastern woman to the waist, 
m i a man below it, and she appears as though 
dragging down, with her hands, figures of souls 

into 



the three evil forces before samael 


(jematiel, whose form is that of a vast black¬ 
headed Dragon-serpent and he has sorcerous 
knowledge and power over the force of Kether of 
the Internal and Averse Sephiroth. 


Belial, a black, bloated Man-dragon who spits 
flies. He who denies God and cares for power 
and freedom; and he that knows the force of the 
averse Chokmah. 


Othiel or Gothiel, a black bloated man-insect 

horrible of aspect; he has the power averse 
Binah. 

Samael the Black. All of these are o ; gigantic 
Sta „ ture and te mble aspect. Dragon like Ahriman 
gpjfgtat. Hungering for life and astral energy. 





THE QLIPPOTHIC Ri Tfq 

Entering the Gates of End, w ,, 

Empowered in the Black Sun of the Ad 














THE RITUAL OF LILITH THp 

Nahemoth the Earth c.n , ^ ' F - AST 
THE EARTH - MalkSh* 

jsJACHASH/ I invoke the power of nieht c 

Raise up to me O horrors of NaK ' ° Stealth 
!«■**>“ lower spixi. ofThM^'L 

I call to thee to manifest to my desire, 0 demote 

hordes: mc 


nahemoth 

j^OBREXIEL, HETERIEL, MOLIDIEL A’AINTFi 

thauhedriel 

Hail thou, Mother of the Undead 
Who walk in both shadow and flesh 

I ensorcel the names of shades, demonic orders to take 

form according to my desire: 

NAHEMOTH 

To whom seduces the flesh of dreams 

NOBREXIEL, 

Who drinks deep their spirit 

HETERIEL, 

Hail thou Goddess of the Undead 

MOLIDIEL, 

Who lacerates the soul to licks with eager tongue 

A’AINIEL, 

Whose eyes are blackened pools of reflect $ 

THAUHEDRIEL 
















, ;n is corpse pale and flushed with the bw, 

Whose skm - n f the moon J 


Hail thou 
Come 


Nachash, Umpesta Thauhedriel 
Goddess of Beasts, Demons and the Unde,, 

’£forth UUTH, QUEEN OF THE BLACK* 1 

-c a l?TH 


Who appears beautiful, red lips and blackened talons 
Whose throne is the Black Onyx and coiled about with 

serpents 


Who may see through owls and wolves 
Through Lions and Beasts of Prey 
Lilith, who appears with fire from the waist down 
Lilith, who rides upon a terrible beast 
Lilith who appears as a black skinned and fur covered 
Monkey-like demon, whose eyes are black as pitch 
Give unto me, your child, the power of the Black Earth 

To Shape shift unto my desire 


To haunt and command shades and manes 
Who shall guide my path of your Black Arte. 
Hail thou Lilith I summon thee forth 
Bestial Mother who bathes in the blood of youth 




KI-SI-KIL-1,11 ,-LA-KE 
SO IT IS DONE! 


AM v T 0 Ln 

ThG ^ ^ ° f Gama liel ' 

The Moon - YESOD 

Called the cursed Palace of the Mo 

fhe Sphere of Phantoms, wolves and hunge^g spirits 

ESHETH ZENUNIM . .yyh 

Mother of Darkness 

ESHETH ZENUNIM 

of bone-white skin and burning blackened ev« 

ESHETH ZENUNIM 

Whose hair is midnight black 

ESHETH ZENUNIM 

Whose body is adorned with coiling serpents 

ESHETH ZENUNIM 

Whose mouth is blood streaked and stinking of death 

ESHETH ZENUNIM 


Whose hands are cruel talons, snatching the prey in 

nightmares 
ESHETH ZENUNIM 
Whose feet and legs are of the Beast 

ESHETH ZENUNIM 
Whose wings carry thou forth in night 

K1-S1-KIL-L1L-L A-KE 
Queen of the Circle of the Adversary 
She is the devoured She is the Dragon. 

Hail she who is eternally hungry for human tltsh 
Hail she who is eternally thirsty for human b 

LILITH, 1 WELCOME THEE GODDED OF K 

FLAME! 











,1 


WELCOME THEE GODDESS OF ALl 

rebel 



Hay .yah Heh-Vau-Yod-Heh! 

, pnsorcel the names of shades, demonic orders , 0 ^ 

form according to my desire: 

rFDFBRIEL, MATERIEL, LAPREZIEL, IDEXRiel 

GE alephriel, LABRAEZIEL 

Thou obscene ones, who are corrupting beast like 

shapes, move and appear. 

Hail thou Nachashiel, Serpents of Darkness 

Move and appear 

Obriel, manifest! Thou children of Lilith! 

Lilith I invoke thee! 

I seek the power of Yesod, I seek thy guidance! 
You are free and liberated in this world 
All of thy demons and 1 ilins 
Thv vampyric Lilith, who causes the hearts of men to 

desire 

Who appears in the dream of the night 

And vision of the day 
Who burns and devours with nightmare 
Who initiates her children to burn and devour with 

nightmare 

Attacking and draining all she desires 
Lilith is welcome here by night and day 
She is the Mother of Darkness, who rides a strange 

beast 

Hail Mother of Night 
Who summons demons and devils, 




a ts and mighty spells 


\nd brings them to the serv 



‘ce of 


th * Chii d 


of 



Bmpowei me in thy Bui ^ riame of Uf 

So it is spoken and done’ eternal! 
Thou spirit of Living Fl ame , embrace 





n IE CADUCEUS Ol AZ1II DAHAKA 
T iie Vampyre Immortal of Ahriman 
Black Order of the Draj ;on 





mercury - hod ne 


IC 


1 invoke the Blackened Fire of Tran f 

all unto the essence of Samael, thou aZ^T- 
Who awakens his children ^ c & ot 1 oison 


Who 

SAMAEL, ascend 



SHEOLIEL, MOLEBRIEL, AFLUXRIEL, LIBRIDIEL 
Open now Vortex of Power: THEUNIEL 
I seek the spirit of Blackened Fire 
Serpent-Angel of twelve wings! 
Illuminator and poison spirit! 

Prince of the Powers of the Air! 


SHEOLIEL- Hail thou deceivers! 
MOLEBRIEL- N love and Appear spirits of desolation 
AFLUXRIEL- From the abvss we shall arise! 

V 

LIBRIDIEL- Ascend spirit of darkness! 
Thou Samael, Mightiest Archon 
Samael, who rises from desolate creation 
Let nothing stand in the way of your power! 
Let nothing stand in the way of m\ creation 
As I speak these words we become one 

1 am the only God that is 
i lemonic Hordes l summon 













°uri 


Hail those who juggle the skulls of p rey 
Rejoice to the house of the darkened sp irit 

, )RA MALACH - Whose furnaces are the dev 

force 

King of Fire, whose thirst is eternal. 

Thou art the Angel of the Throne 
Who was illuminated by Blackened Flame 
Who renounced ignorance 
Rise through me as I enter thy Palace 

Awaken in my spirit 

Shall my religion be consuming energy of pr ey 
To become a God of Spirit and Flesh 
It is My Will to be as Samael! 

s/ 


n 8 


If ic m\7 


Send thy wolves and hounds of darkness to me! 
That I shall take their form in the nightmare at 

pleasure 

To hunt and tear at my prey 
And drink deep of their blood! 

I rejoice in my predatory spirit! 


THF kite o™,, AV 

Astraj Projection of „ ue ATh 

VENUS - NET2ACH Ve " 

I invoke thee Vortex of THEUMlFi , 

H ARAB-SERAPEL, Thou ravens of death! 

I ensorcel the names of shades, demonic orders tn ♦ u 

form according to my desire: ake 




HELEBRIEL, reteriel, baruchiel, SATORIFI 

refreziel, reptoriel, astoriel, labreziel 

I Stand within thy Palace of Darkness! 
GHOREB ZEREQ, thou demon headed ravens 
Hearken to me! Be at one with my Body of Darkness 
Let me take the form of shadow and night! 


HELEBRJEL - Thou hungering shade! 
RETERIEL - Whose wings of darkness summon forth 

the cold wind! 

BARUCHIEL - Whose sound is that of death! 

S A TOR Hi, - Whose fangs pierce the flesh ot 


sleeping! 

REFREZIEL - Whose eyes bum in blackened pools 

burning with blood! 

REPVORIEL - Serpents cloaked in darkness, arise! 
ASTORIEL - Shadows arising from the void! 

LABREZIEL - Spirits of Fire! 

Getzphiel - Ravens of Death Atten . 






, hp poW er of transformation and th e fR 
Grant me the E dream s! 


l ght 


Of 


Hail thou BAAL Lord of Tyre! 

if^rc are stained with the blood of the Ij> 

'vVhose^pirit drinks the life force to exalt existe 

W P BAAL Lord of Tyre hear me! 

I invoke thy majesty and eternal hunger for life. 
Whose altars many copulations are had! 

BAEL, LORD OF THE EAST ATTEND ME! 

I shall have the spirit of thy past sacrifices! 
Let the spirit energy fill me! 

So it shall be done! 


r in&! 

O’ 

ncej 


r 


The Palace of Shades 
THE SUN - TIPHereth 






Hail thou. Black Sun of Vampyric Awakening! 
i lail thou, Black Sun of Adversarial Fire! 


Hail thou, Tiphereth, the place of Shades and Manes'. 


I ensorcel the names of shades, demonic orders to take 

form according to my desire: 


TAUMESHRIEL, GOBRAZIEL, RAQUEZ1EL, 

REBREQUEL, MEPH1S0PHIEL 


TAG ARIR1M, Hordes of t! 
TAUMESHRIEL - Demons of 










r-nuR 4 ZIEL - Who walk eternally in night; 

, o^FZIEL - Who know the ways of Darkly 
rFBREOUEL - Who drain shadows of vitality;' 

ShROPHIEL - Spirits who extinguish Ii ght! 



I shall enter the place of the Dead! 

7 AMIEL, Blackened Giants of Power! Encircle and 
empower me for I am brother and friend of Dark ness 
Grant me the knowledge and wisdom of the dead! 

ZOMIEL, Awaken Revolt of God! 

BELPHEGOR 

Lord of the Dead, who gathers and consumes shades 

Grant me the power of Necromancy 
That I may converse with the spirits of night 
Who shall come to me in dreams 
Belphegor, whose priests gave you blood and spirit 
Who themselves ate the flesh of the dead 
Grant me the wisdom of thy spirit! 






MARS - GEBURAH 


Hah thouj^e Temple, makers of weapons of 

USIEL- Open thy vortex of power 1 
GOLAHEB - Spirits of Fire Hearken! 



form according to my desire: 


LEBREXIEL, EBAIKIEL, BARASE_ 

* forth to rule in strength, War making 
demons of lust and fire! 


re swords of death! 
mace fall into the sk 


of the enemy! 

EBAIKIEL - Whose Fires refine the spirit unto greater 


powers! 

kes the Athame and Daggers 


Power! 


ZAPHIEL - Thou force which erupts as a volcano! I 
shall use this force to forge my weapons of Power, my 
voice and words of Power! My Bla« 

fanned bv the fuel of souls l 


oke thee ASMODE 
One adorned 
















thou embodiment of sarnael, 

Powerful King of He . 

Thou who rises as Asmodai! 

Give unto me the ring of immortality 
Who walk upon the dragon s knife-like spi ne 

shall enter the astral plane and the sleepmg cha mh 
Of who I seek, thou give unto me the power 
Asmodeus, I know thy secret name and power 
fhou Aeshma, thou who unites the Power of the Si x 


er s 










j 

UAnS RITE OF DISTURBING AND ’ 

CHAOS Ki ' deVOURING 

The Vampyric Order of Azariel 
JUPITER - CHESED 
OPEN FORTH THE GATE OF CHAOS! 

GAMEHIOTH: GAGH SHEKEL AH, Cat headed giants 
who with sharp fang, tear and devour spirits and 

drink deep their fire! 


I ensorcel the names of shades, demonic oideis to take 

form according to my desire: 


GABEDRIEL, AMDEBRIEL, MALEX1EL, 
CHEDEBRIEL, A'OTHIEL, THERIEL, I enter now the 

Palace of the Disturbers, of Chaos! 

AZIEL, CHAZARIEL AND AGNIEL, Hear my voice! 

Thou Order of Azariel! 

GABEDRIEL - Who bite deep into the spirit! 
AMDEBRIEL - Who tear the spirit to consume! 
MALEX1EL - Who by sickness drain life! 
CHEDEBRIEL - Who by the weight of the dead tear 

into the sleeping body! 

A OTHIEL - Who is death by the consumption of Life 
THERIEL — Blond-HrpnrVio^ rT fhp Talon! 




Let me devour the thought of creation, the - _ - 
itself. Lend me thy power O order of devourers! 



\STAKV". , r ” aspiration t 

unto your Cup of Filth, of the blood whi* 

the tire of angels devoured, 

Th ou Astarte - Astaroth, who is empowers ■, 
wisdom of heaven and hell, who knows therT! ** 

absolute beyond "]" ere 15 n ° 
Of Sidon! eSS ' Falien An s el 


p’ho 



Thou 


Grand Duke of Hell who knows the past and 

future! a 


Give unto me the serpent of thy left hand 
O one astride the hellish dragon! 
Ruler o:t weapons, arbitress of the battle! 
Framer of all decrees, wearer of the crown of 

dominion! 


Thou art the bestower of strength! 

Thou art strong, O Astaroth, 

Tliou canst violently attain my desire! 

0 Gutira, who art girt with battle, who art clothed with 

terror, 

Tliou wieldest the scepter and the decision, the control 

of earth and 


heaven! 


Hearken Astaroth! 


















the INVOCATION of sathari Ei 

Tcailing to the Saturnian Sphere of Nig^ 


f 


SATURN - 




OPIN FORTH THE PALACE OF DEATH AND 

WISDOM, SATURN: 


SATERIEL - SATH ARIEL - Who encircles the 
Fire with Darkness and Shadow, who awakens 
to God hood! Hear me and let me enter thy 

Palace of Night! 

I ensorcel the names of shades, demonic orders to take 

form according to my desire: 


SATl RNIEL, ABNEXIEL, I AG ARIEL, ASTERIEL, 
REQRAZIEL, ABHOLZIEL, LAREZIEL 


Thou Spirits of Power, hear me now and empower mv 
rite of vampyric ascension! Destroying Angels of 
Darkness, giant veiled heads with horns of power, 
burning eyes of fire and black oil ascend through me; 
gather about me the centaurs and beasts of darkness! 
Let me take forms in night and go forth to devour in 

dreams! 

I COMMAND THE POWER OF THE ORDER OF 
SHEIREIL - Thou Beasts who are Gods! 

SATL RNIEL- Of the Scythe of veiled sleep! 
ABNEXIEL- Who go forth in night! 
TAGARIEL- Whose Eyes surround and drink deep! 



,T 


rEQKAZ.ic.l- w ho destroy and 
ABHOLZIEL- Horned CodsoGT 1 * 
I AREZIEL- Who consume by dream"!' 


HARASIEL, destroying powers envenom 
GOTHIEL, blackened insect shado- ■ - ** mmdl 

u trid and deathlike, grant me 

wisdom of Binah! 


F 


IV C who is 
power and 



LUCIFUGE 

Darkness Bringer, Lord of Night who brings the power 

of the Blackened Flame upon earth, 1 invoke thee! 

Bring me the power of Night! 







ft 



Of Divinity Fallen 
Wherein there is no God yet the Self 






d evouri Ng 



chokmah 


FORTH the cold realm of pluto 


-HOKMAH: 

CBAIGIDE- * — — u Giants who bre P H Serpetit$1 


I ensorcel the names of shades, demonic orders to ta v 

form according to my desire: k 


CHEDEZ1EL, ITQUEZIEL, GOLhBRIEL, DL'BRIP 7 

ALHAZIEL,LUFEXIEL ' 

Thou rebellious spirit, Archon and Manifestation 

of Darkness, I invoke thee! 

VORTEX OF VAMPIRIC SHADES: GHOGIEL 

those who consume the spirits of the temples of 

the false God, Attend! 

Hail thou, Demonic Servants of Beelzebuth, who 
are Giants awakened by blood and flesh, who are 
encircled with Serpents and the wisdom of Hell! 
CHEDEZlEi, - Who is the Wisdom of the Grave 

awakened! 


ITQUEZIEL - Who is the multitude of Legions! 
GOLEBRIEL - Who like Ghogiel go forth to the 

palaces of God! 

DUBRIEL - Who spread the spirit of 
ALHAZIEL - Who are those who illuminate 



God! 

r Night goes 
























■J. , rhogiel called the Dukes of Esau 

° th °vVho is Og, the King of Bashan 

Hail thou immortal one. 

. conjure the Power of assuming forms according 

J conjure tQ my desire! 

, . ri se up, BELIAL, thou bloated 

^^man who is the powder of life and death! 

tKTv^- *5 ■ «* - 

. . Air , d Fite and pealllence! I aha I aw.k, as 

the devouring force of life! 

BEELZEBUB 


Hail thou, Fly God of Old! Hail thou. Lord of Black 

Magickians! 

Beelzebub, Lord of Wisdom and Power i Night and 
the Burning Heat of the Noontide Sun! 

Bat-winged God of the Chalice of Life, offer me the 

cup of Black Blood! 

Let me drink of thy Divinity and Wisdom! 


THE DRACONIAN ritp _ 

adversary 

NEPTUNE - KETHER 



KETHER- 

Recite while envisioning the Opening 0 f the 
Gate, feel yourself manifesting there. Th ese 1 
the demonic servants of Thamiel, the Adversarial 

power of this sphere. 

THAMIEL.. .thamiel. ..force OF chaos MADF 

ORDER! 

I ensorcel the names of shades, demonic orders to tak( 

form according to my desire: 

"THADEKIEL, ABRAXSIEL, MAHAZIEL, AZAZAeL 

LUFUGIEL" 


"CATH ARIEL, Hearken to me Blackened Light 

of the Adversary!" 

THADEKIEL, Hail Fallen Spirit, who is Darkness 

encircling Fire of Life! 

ABRAXSIEL, Hail Fallen Spirit, who is Light empowering 

Darkness! 

MAHAZIEL, Hail Fallen Spirit, who consumes and 

devou rs to live forever! 

AZAZAeL, Hail Fallen Spirit, who knows of the Weapons 

of Power! . 

LUFUGIEL Hail Fallen Spirit, who flies against t n 

Night Bringer! 










OPMATIEL, o thou vast and Fierce some 

JSSST-n** tongue shall „hls fr , he 
words of Making and Devouring! 

OEMATRIEL Open the gates of Knowiedge to 
Q . _. ve me the power of Kether! I seek the 

me a bL,,i realms within and beyond! 




Hail thou SATAN, STORM BRINGER! Hail thou 

Moloch, Fire Spirit! 

Giants of Spirit, o thou Nocturnal ones, rise up 
thv fire of hunger and immortality, look though 
mv eyes and illuminate me with thy gifts! I seek 
' the power of joining with other spirits, 
consuming and growing strong in thy Fire! 

Just as You MOLOCH devoured spirits in your fire so 

shall 1! 

Empower me with the Blackened Fire of the Immortal 
Spirit, that with wisdom and sight I may devour the 

spirit of whom 1 seek! 

It is mv will to have the place in darkness which I shall 

create 

A Temple of Spirit for which I dwell 
It is my will to attain the union of Thamiel, the 

Adversarial Force 



pillow or meditating spot in front of 

lize Samael the Black as a 

, * 


»n, 


terrible and powerful 



t black candle upon altar with Sigil ot 
nal Union (above) and Varcolaci-As 

(below). 








, .i Black from a vampync perspective i s 
Samael the B ^ iftelf _ seeking to dev 0 „ r 

the pnmal asp h nd security, 

and gain powei, sfteng 


axi^ & -* 

m .. . rkian should have the altar facing 
IL L dual direction of both Samael 





SAMAEL THE BLACK 


2(16 




irNJ v~ 




NAS AT AN AD 





" i w vj - 1 '- “ a summon thp ! 

^ infernal darkness to thy throne L 
nrpans of blood and tho i;c„. ,. . eeK 


To 


the 


oceans of blood and the life 

therein! fl ° Ws 


1 call thee, primal devourer! 

I conjure thee, God of the Hidden Source of Life' 
I walk through the hells to seek thee 
Infernal Dragon, Lord of the Blackened R re 
Flash thy lightning fires into my spirit 

I seek thy cup of immortality 


I pronounce the word of Ascension! 

Heh-V au-Y od-Heh! 

Here in the Blackened Fire of Spirit 
■ whisper the words of primal screen 

To raise up as thee 


Samael the Black, whose essence is before me 
Draconian Nightmare, primal hunger 
Who is flashed with blood and life! 

1 seek union with thee! 

Thou Blackened Dragon, whose cloak is of 

darkness 

Whose teeth devour the gron strong 

spirit 


















Drinks consume and grow. 

„ ves as the Lion headed serpent, 

I open my o> into my victim! 

* « SSrsrsi 

I am the destroying force 

lam the Life Bringer! 

Hail thou, End of A Lb1 

Father of Serpents who takes away the Souls 

from Mesn 

A , 10 devours those who have no light within 

I awaken in the Night as the Black Sun 

Burning and illuminating in the essence of 


B AIRIRON, Dragon-Lion predators! 
Hearken to me, the living embodiment of 

Samael! 

Let me grow strong in the light of the black sun! 

In darkness I expand!" 


tH EZOD1ACKOFTHE INf 

PRINCES AND TRir e 

, are the names of the twelve p ril 
'are the heads of the Months 0 ( Jt *— 

"mck of the Q li PP oth ar e category Year - Th ' 

tc signs and dates. The St '£**** 



wh° 

to 


nfOV 


ide powerful fountains 



of 


. ^ppoth 

^erwovldly energies and wisdom* S «“* 

'encircles > h f A *al w„ kl „ 6 » 

if* 01.pP°l'y c Tnbes must be self-designed ,r.) 2 
a }l ritual wo! kings structured to the psyche of the 
practitioner. Using the associative color, imagery and 
foundation rituals such as " ! he Lesser Encircling Rite 
0 f the Luciferian" and "Casting the Circle of the 
Dragon" will assist in these workings. The powerful 
ritual "HVHI: The 1 iavocation of the God of the Averse 
Tree, the Adversary" is a structured working invoking 
the hidden name of the Judeo-Christian "God" and the 
incommunicable name of Samael the Adversary. In 
part V of the rite, the Qlippothic Summoning utilizes 
powerful imagery and Barbarous names of power to 
invoke the forces of the Qlippoth. 










THE GATES AND SIGILS OF THE TRIBES OF THE 

QLIPPOTH 

1 lie symbolism of the Gate or Pathways and the Sigils of the 

K 1 J ^ 

demonic forces of the Qlippoth are associated with entry into 
the darkness of each particular pathway. When preparing tor 
workings, you may create a gate on parchment or on a floor in 
chalk if able. How you do it is honestly up to your own 
preference. The sigils should be drawn on parchment or in a 
similar manner. If working with the forces for an extended 
amount of time or if you have a deep resonance with them, 
may seek to have it inscribed in metal, wood or clay. 


CONCERN,N q.&m 0, 


The Qlippothic Orders are called unc ,. a 

lho drink from these Therionick ecstasies C? ** »those 
of seek to absorb the powers and ^ ‘ ‘ 

ued to vour own psyche. Hi„„ u_. m * e 


must seeK lu ... powers and m Z'' 7 1 

"sociated to your own psyche, thus beconJn ‘ hei 

or creator, by summoning. «... ga Part of you. As 


1 J . r J ' ulus > Decomino a t ,0 Wers 
_ or creator, by summoning, empowe r! Pai ? of V*. As 

these powers you expand your own spirit , 8 , and Je ''o ur ,n ? 
consider or rather be warned that QUp pothic JL"™ 4 - 

devour your spirit if you do not absorb theirs Th i V SeelUo 
Vampyre Magickian must be ruthless i n intent*, a"!” 1 ®* 
you are simply causing your own ascension !! a r7 ‘ 
ddess! a G °d or 




THE GATE 

The gateway to each Qlippothic tribe is associated with each 
sign of the Zodiac. Obviously, the most resourceful way to enter 
each cell is to use the timing of the gate based on the dates of the 
astrological connection, Vou may enter each gateway by 
performing an invocation which beholds the attributes of the 
demonic powers of each particular tribe. The Tribes of the 
Qlippoth rule 490 legions of spirits except for Tagaririm whose 
domination is estimated at sevenfold that of the others. Lilith 
holds domination over 480 legions, thus is the number of her 
power in the times of night. 


THE SIGH 

The sigil of each Demonic Tribe and Prince is associated wth# 
specific form or type of energy or power. The _ ^ 
sorcerer is the key'to how these powers manifest. The 

Ver y simple, almost barbaric in their formation bes^ e 

reason for this is to strip away the extensive a> e ; 


























, to he C ome something real or result orj en , , 
dreams flesh (i e . ower your workings and si gi i s H 
Using the d«nen‘ f ? {he Magickian who is unfUi> 
be extremely >m nt nume rous years working , 01 


* extremely beneficial numerous years ^ 

get,i,1 f" Aments: human bones, toad remains, animal b^' 

"primal "Associative elements. 

serpents and other a= 

ARCH-DEMONS 

nf the Twelve Signs, or Arch-Demons 
The . ^”0 specific days of conjuration. The attributions of th ‘ 
attribu ci . the ,. u ] e 0 f Paimon, Amainion, Es> Vn . 

a G n d UrienTTou may use the invocations from Luciferian 
or the workings mentioned before. 

VAMPYRISM AND RITUA WORKINGS 

CliDDothic forces by definition and by method of evocation are 
vampiric and require life force or energy to bring them to 
manifestation. Thev require blood ot the magickian during the 
operation to manifest. Spirits do manifest from the Chi or Qi 
energy of the sorcerer as well. Each spit it requires a blood 
offering to manifest - this may be a simple cut on the arm of the 
sorcerer (no harming or animals, children or others!). The blood 
offering will give the spirits energy to manifest in form. If 
invoking or calling thorn inwaid, on initial offering nun be 
required however once they emerge in the mind they will feed 
from your energy accordingly. To avoid am | <i i 'longed paiasitic 
effect the Vampyre may use techniques I have provided to 
devour them accordingly - absorbing their wisdom and causing 
t to manifest in the psyche. Be it known I do not advocate blood 
offerings: how you perform sorcery is up to you however it you 
eel compelled to practice you should follow simple guidelines 
ind do not harm another living being. 



SIXFOLD CONJURATION 

forces 




11 , CAS1 1[SJU 

ersary), 








Adversary), Ra GON Qf ^ 

The Lesser Encircling Rite of the Adversary (R ,, 
Adversary) V (Bible of thy 


a The invocation of Azal'ucel (Bible of th P a 

4 ‘ The Opening of the Astral Gate dversar y) 

5 The Conjuration of the 72 Spirits of the 
Shemhamforasche (Luciferian Goetia)- if lr 
Demons (sigiis given in L.Goetia as well) OR^HVHv 
The Invocation of the God of the Averse Tv« ‘ 
Adversary” (Liber HVH1). ' e ’ the 

b Invoking the Tribe of the Qlippoth 















BAIR ro N 


PLANET: Mars 
SIGN: Aries 

GOETIC DEMONS 

Aries 0 - 4 March 21 - 2? Ip os 

Aries 5 - 9 March 26 - 29 Glasya-labolas 

Aries 10-14 March 30 - April 3 Furfur 
Aries 15 -19 April 4 - 8 Marax 
Aries 20 - 24 April 9 -14 Renove 
Aries 25 - 29 April 15 -19 Boris 

INCENSE: Sulfur, Musk 


The Bairion are derived from the Fourth Evil, or Rebel Spirit, 
namely Samael the Black. The Adversarial Spirit lias shared his 
fire and initial form with this tribe of Qlippothic Demons, or 
rebel spirits. This is THE EMPEROR of the "Luciferian Tarot"; 
his Fire is mingled with his Bride, Lilith to beget a form terrible 
and strong. Their colors are dull red and black, and their form is 
that of a Dragon-Lion. 

The Bairion are associated with Aries, the astrological element 
of Fire. As the planetary ruler of Bairion is Mars, there is some 
association with Asmodeus as well. This is a fiery, vital and 
creative tribe of spirits, which inspire spiritual rebellion. As they 
are impulsive, mistakes and misunderstandings may occui it 
not taken carefully. The spirits of Bairion may be invoked with 
BAY-RI-ON chanted in the form of a Mantra, the Magickia 11 
ma y the Ruby stone to solidify this process. Bairion 'dll 
inspire the conscious mind to gather the leadership qualities 
you may have, to bring them to the surface. 



-MARS 

Pf ince of Demons GALEB I evoke thee! Be 

forth thy gate! 

CAMELIEL + LEBREXIEL + EBAIKIEL 











Spirits 


of Darkness, thou Dragon-Lions move and ap pea 

?d BAY-RI-ON), Bairion, Bairion I SUrnn 


Bairion (pronounc 


op r 




. moc of the Infernal Powers of Paimon, Amaim ft 
By the names of tne u T . , dlm on, 

' Egym and Uriens. 


I offer now my 


blood (Qi or Chi energy) to clothe you 

desire! 



CHARGING THE SIGIL: 



Focus on the Sigil within the circle , make your offering there. 

Visualize the form of the Demon. 

BAIRION! I summon thee to bring me power and wisdom 

That which I desire! I 9m the only God th3t is! 

Hearken and come to my aid O serpent of darkness and 

Blackened Fire!" 




AOlMlRojyj 

pLA NET: EARTH (and Ven us ) 
5lGN: TAURUS 

goetic DEMONS 

Taurus 0 - 4 April 20 - 24 Salleos 
T ,urus 5 - 9 April 25 - 29 Bathim 
Taurus 19 -14 April 30 - May 4 Valefor 
Taurus 15-19 May 5-9 Aim 
Taurus 20 - 24 May 10 -14 Bime 
Taurus 25 - 29 May 15 - 20 Astaroth 

INCENSE: Benzion or Patchouli 







Whose colors are like blood mixed with water, a dull yellow 
and gray. Their form is that of a Lion-Lizard, they are 
emanations of Yaltabaoth in the form of the Lion-Serpent. 










THE OPENING OF THE ASTRAL GA ' 


-EARTH 


Demoness and Vampyre NAHEMOTHI evoke thee! Be 

liberated and open forth thy gate! 

NOBRf X(EL + HETERIEL + MOLIDIEL + A'AINIE! + 

thauhedriel 


4di^ iron (P ronounced Adi -mirri- 0n) 

summon thee! 


Adi 


Ad imi r , 


By 




--^uwersof 
E gynn and Uriens! 


Al ^ai m( 


ion, 


I offer now my blood (Qi 0 r Chi enerevi f , 

desire! W ’ ° clott * you i 


in rvk,. 


CHARGING THE SIGIL : 



Focus on the Sigil within the circle, make your nng there. 

Visualize the form of the Demon. 


Adimiron! I summon thee to bring me power and wisdom 


That which I desire! I ani the only God that is 

Hearken and come to my Aid O serpent of darkness and 

ackened 


• . _ i n 


























tzelladimiron 



Mercury 


-» i 


SIGN: GEM Nl 

goetic demons 

. | f * *n 

( ( *»mini 0 4 MaJ l 

l jeniini 5 - M' ,v 26 \ 

l .ciTiini I 1 ' • I"* ! um ’ * 

I" 1 - |U IW* 6 

24 |urn’ It 
2 ^ I u ne ! B 


Buef 
f or a** 

C 



n i n i 
nmi 


f 

A Z 


■> 




Mara* 
Marba 1 



INCTNM : s »orJ\ 


rht'if colors are limpid blood, bronze and crimson. They are like 
sn.rec triangular-headed dogs and wolflike beings. They' are 
nearly identical to t: demonic shades of "Satanic Copulation*’ 
from ADAMU - Luciferian Tantra and Sex Magick. 













the opening of the astral ga 

-MERCURY 



Prince of the Powers of the Air, 

liberated and open forth thy gate. 

SHEOLIEL + MOLEBRIEL + AFLUXWEL 






Spirits of Darkness 


thou Wolf-Hke and Therionick 

move and appear! 



Tzelladimiron (pronounced Ta-zel la-dee-mai-ron), 
Tzelladimiron Tzelladimiron 1 summon thee! 

Bv the names of the Infernal Powers of Paimon, Amai mon 
} Egym and Uriens! 

I offer now mv blood (Qi or Chi energy) to clothe you i n m 

A '■r A- *■ gf -| m 1 J 

desire! 


CHARGING THE SIGIL: 



Focus on the Sigil within the circle, make ifour offering there. 

Visualize the form of the Demon. 

Tzelladimiron! I summon thee to bring me power and wisdom 

That which 1 desire! I am the only God that is! 

Hearken and come to my aid O serpent ol darkness and 

Blackened Fire!" 


schechiri Ron 

flA NET: Moon 

$jGN- Cancel 

g0 ETIC DEMONS: 

r , nce r 0 - 4 June 22 - 26 Gamigin 

nncer 5 - 9 June 27 - July 1 Amon 
f nc er 10 -14 July 2 - 7 Ronove 
Cancer 15 -19 July 8-12 Forneus 
Cancer 20 - 24 July 13-17 Leraje 
Gnicer 25 - 29 July 18 - 22 Marchosias 

INCENSE: Jasmine, Sandlewood 



Their colors are black, and their form blended of Reptile, Insett, 
and Shell-fish, such as the crab and the lobster, yet demon-faced 
withal. 















THE OPENING OF THE ASTRAL GATE 
-THE MOON 

1 fince of Demons, GAMALIEL, who is given power by 
LILITH I evoke thee! Be liberated and open forth thy gate! 



GEDEBRIEL + MATERIEL + LAPREZIEL + 






« 


,de\riel + ALEPHR] El + ^ 

- rit s of Darkness, thou Insect and n 
*” rt appear! **"“«•* Po**, 

Gamaliel (pronounced Gama-li^l), G , 

summon thee! 

the names of the Infernal Powers of P, 

Egym and Uriens! m '° n ’ Pinion, 
| offer now my blood (Qi or Chi energy) to clothe vou . 





CHARGING THESlGiU 



Focus on the Sigil within the circle, make your offering there. 

Visualize the form of the Demon, 

Gamaliel! I summon thee to bring me power and a ’>con 
That which l desire! 1 am the only God that is! 

Hearken and come to mv aid 0 serpent of darkness ffld 

w 

Blackened Fire!' 



























SHELHABIRON 


PLANET: SUN 


SIGN: Leo 


GOETIC DEMONS: 

Leo 0 - 4 July 23 - 27 Baal 

Leo 5 - 9 July 28 - Aug. 1 Belet 

Leo 10 - 14 August 2 - 7 Pa 1 ") 0 " 

Leo 15 -19 August 8 -12 Belial 
Leo 20 - 24 August 13-1“ Asmodai 
Leo 25 - 29 August 18 - 22 Purson 

TMrPMSF* Ol banum, Rose 


Their colors are fiery and yellow, and their form like merciless 
wolves and jackals. 



THE OPENING OF THE ASTRAL GATE 

-THE SUN 

Prince of Demons, TAGARIRIM, I evoke Ik** 

and open forth thy g ate - 

TAUMESHRIEL + GOBRAZIEL + 

REBREQUEL + MEPHISOPH® 


















Spirits 


of Darkness 


thou merciless wolves and jackals, m 0V(? 


and appear 


Taeiririm (pronounced TA-GAR-RI-KIM). Tagarrim, Ta garirim 
TagarirmuF t summon 


By the names 


I offer now my 


of the Infernal Powers of Paimon, Amaimon, 
Egvm and Uriens! 

blood {Qi or Chi energy to clothe you in my 

desire! 


CHARGING THE SIGIL: 



Focus on the Sigil within the circle, make your offering there. 

Visualize the form of the Demon. 


Tagaririm! 1 summon thee to bring me power and wisdom 

That which I desire! 1 am the only God that is! 

Hearken and come to my aid O serpent of darkness and 

Blackened Fire!" 


TZEPH ARmoN| 

plA NET: Mercury 

s 1 GN: vif S° 

oE TIC DEMONS: 

n- 4 August 23 - 27 Buer 
W° 5 _ 9 August 28 - Sept. 1 Foras 
v ' r ^° iq. 14 September 2 - 7 Marax 
vn ^ _ i 9 September 8 -12 Goap 
VU ^ 90 - 24 September 13 -17 Marbas 
Virgo 25 - 29 September 18 - 22 Botis 

INCENSE: Storax, Frankincense 


Whose colors are like those of the Barth, and their form like 
partially living yet decaying corpses. 









THE OPENING OF THE ASTRAL GATE 
-MERCURY 


Prince of the Powers of the Air, SAMAEL I evoke thee! Be 

liberated and open forth thy gate! 

SHEOLIEL + MOLEBRIEL + AFLUXRIEL + UBRIDIEL 


230 


its of Darkness, thou Und ead Manes 

SP Corpses, move and * a 

har iron (pronounced Ta-zeph-f ar - r }. r ^v 
Tzef * 1, t summon thee! '^ Ze phari 


f*P - ron I summon thee! 

TzeP haI 


Bv the names of the Infernal Powers of p aim 

Egym and Uriens! ' Am *'mon, 

I offer now my blood (Qi or Chi energy) to cloth . 

desire! yuu 1 

CHARGING THE SIGIL: 




focus on the Sigil within the circle, make your offering there. 

Visualize the form of the Demon . 

Jf wf 

Tzephariron! I summon thee to bring me power and wisdom 


1C 1 


That which 1 desire! I am the only God that is 

Hearken and come to my aid O serpent 

Blackened Fire! 



and 



















OBIRIRON 


PLANET: Venus 
SIGN: Libra 

GOETIC DEMONS: 

Libra 0 - 4 September 23 - 27 Zepar 
Libra 5 - 9 September 28 - Oct 2 Salleos 
Libra 10-14 October 3 - 7 Benth 
Libra 15-19 October 8-12 Allegos 
Libra 20 - 24 October 13-17 Bathim 
Libra 25 - 29 October 1.8 - 22 Agares 

INCENSE: Benzion, Orange Blossom 


Whose colors are like clouds, and their form like 
goblins. 


grey, bloated 







the opening of the ASTRAL gate 

■Venus 


rht. HARAB- 


dm 1 ulc L/dlluncJ aiiw * -- 

^PEL I evoke thee! Be liberated and open 


forth thy gate! 




^..-rrolKI + 











c 4 TO rIHL + REFREZIEL + REPTORI EL + 

nou need Obir-ri-ron), OBIRIRON, OBIRIRon, 


Spirits 


OBIRIRON (pro 

summon thee! 

Bv *8 na mes of the Infernal Powers of Paimon, Amaimon, 

J Egvm and Uriens. 

I offer now mv blood (Qi or Chi energy) to clothe you in my 

desire! 


! 


CHARGING THE SIGIL: 



Focus on the Sigil within the circle, make your offering there. 

Visualize the form of the Demon. 

OBIRIRON! I sumiTion thee to bring me power and wisdom 
That which I desire! I am the only God that is! 

Hearken and come to my aid ) serpent of darkness and 

Blackened Fire!" 


NECHESHETHl R o N 


ANET 


• PLUTO 


:Scorpio 


DEMONS: 


PL 

SIGN 

GOHTK- 

• o 0-4October 23 - 27Ipos 

So 5 - 9 October 28 - Nov. 1 Glasya-labo] 
f 0 10 -14 November 2 - 6 Marax 

ZL 0 15 ' 19 November 7 ' 12 Renove 

. orp io 20 - 24 November 13 -17 Botis 
Scorpio 25 - 29 November 18 - 22 Bifrons 

CINNIMON, 


as 


INCENSE: 

galangle 


daminana 


or 


Their color is like copper, and their form like that of a devilish 

and almost human-headed insect. 












THE OPENING OF THE ASTRAL GATE 

-PLUTO 

Prince of the Demons and Powers of Night, CHA1G1DEL I 
evoke thee! Be liberated and open forth thy gate! 

CHEDEZIEL + ITQUEZIEL + GOLEBR1EL + 

DUBRIEL + ALHAZIEL + LUFEX1EL 


Sf 


ir its of Dark , ne l S l. th ° U ^ emon ^ 'isect. 


human flesh, move and app^ « 

pjecheshethiron (pronounced Nech- 

Mecheshethiron, Necheshethiron i, 

' SUrnn '<m th^, 

th e names ot the Internal Powers of P aimor 4 
• E gym and Uriens! ' Amai ™on, 

] offer now my blood (Qi or Chi energy) to clothe von • 

1 desire' U,t y°ummv 


CHARGING I Hi SIGH: 




Focus on the Sigil within the circle , wake yow off&i un - 

Visualize the form of the Dcjiioii. 

Necheshethiron! 1 summon thee to bring me power an 

That which 1 desire! 1 am the only God that is. 

Hearken and come to mv aid O serpent of 

Blackened Fire!" H 


















NACHASHIRON 

PLANET: Jupiter 
SIGN: Sagittarius 

GOETIC DEMONS: 

Sagittarius 0 - 4 November 23 - 27 Barbatos 
Sagittarius 5 - 9 November 28 - Dec. 2 Buer 
Sagittarius 10 -14 December 3 - 7 Vassago 
Sagittarius 15-19 December 8-11 Stolas 
Sagittarius 2i 1 - 24 December 12 -16 Sitri 
Sagittarius 25 - 29 December 17-21 Seere 

INCENSE: Saffron, Clove 


Whose colors are like serpents, and their form like dog-headed 
serpents. 


the opening of the astral gate 

-JUPITER 

frince of the Demons and Powers of Night, GAIJ®® 
evoke thee! Be liberated and open forth thy ga * 

GABEDR1EL + AMDEBRIEL + MALEXHX + 
CHEDEBRIEL + A'OTHIEL + 












Spirits of Darkness, thou Theriomck Serpents, move and 
“ K appear! 

Nachashiron (pronounced Nash-a-shi-ron) Nachashiron, 

Nachashiron, i summon thee. 

By the names of the Infernal Powers of Paimon, Amain^n, 

Egvm and Unens! 

I offer now my blood (Qi or Chi energy) to clothe you i n my 


e: 


CHARGING THE SIG1L: 



Focus on the Sigil within the circle, make your offering there. 

Visualize the form of the Demon. 

Nachashiron! 1 summon thee to bring me power and wisdom 

That which I desire! I am the only God that is! 

Hearken and come to my aid ) serpent of darkness and 

Blackened Fire!" 




DAGDAGIRqm 

fLANE T Saturn 

s ,GN: Capricorn 

- 0 £TIC DEMONS: 

b vorn 0 - 4 December 22 - 26 Sabnock 
DP rK ; 5 _ 9 December 2/ - 31 Vine 

^ricom 10 ' 14 J anuar y 1 - 5 Haagenti 
Cap . corn 15 -19 January 6 -10 Balaam 

Tricorn 20 - 24 January 11 -15 Orobas 
Tricorn 25 - 29 January 16 - 19 Andras 

nJCENSE: Myrrh 


Whose colors are reddish and gleaming, and their form like vast 
jn d devouring flat-headed tish. 
















5P 


. .»« of Darkness, thou abyssic d WeU 
^ artd a 

n^dagfon (pronounced Dag. da . ■**■! 

C 6 Dagdagrron I summer, thee'i ^on, 


B' 


10 


fhe names of the Infernal Powers of P aim 
'«** Egym and Uriens! ° n ' A ^, 

ffer n° w my bl °° d ^ Ql °^^^ ner gy) to clothe v 

CHARGING THE SIGIL 1 




Focus on the Sigil within the circle, make your ring there. 

Visualize the form of the Demon. 


THE OPENING OF THE ASTRAL GATE 

-SATURN 

Prince of the Demons and Powers of death, SATEWI \. 1 
evoke thee! Be liberated and open forth thy gate! 

SATURN I EL + ABNEXIEL + TAGARIE + 
ASTERIEL + REQRAZIEL + ABHOLZ1EL + LAREZIEL + 


Dagdagiron! 1 summon thee to bring me power andn^dom 
That which l desire! I ana the onl\ God that is. 

Hearken and come to mv aid O serpent of darknes. a 

Blackened Fire!" 














BEHEI 





ET: URANUS and SATURN 


SIGN: Aqua riu 




GOET1C 


)\S 


Aquarius 0 ■ 

Aquarius 5 - 
Aquarius 10 
Aquarius 15 
Aquarius 20 
Aquarius 25 


I January 20 - 24 Phoenix 
) January 25 - 29 Vepar 
14 (anuarv 30 - Feb. 3 Crocell 
jg February 4 - 8 Dantalion 
24 February 9-13 Focalor 
29 February 14 -18 Zepar 


INCENSE: Violet 


Whose name is derived from behemoth, and their colors are 
black and brown, and their forms those of awful beasts like 
hippopotamus, and an elephant, but crushed flat, or as if their 
skin was spread out flat over the body of a gigantic beetle or 

cockroach. 


THE OPENING OF THE ASTRAL GATE 

-SATURN 

frince of the Demons and Powers of death, SAfERjj 
evoke thee! Be liberated and open forth thy p «• 

SATURNIEL + ABNEXIEL + TAGAR1EL + ^ 

ASt ERIEL + REQRAZ1EL + ABHOlZl EL + LAREw^^ 

















„.rf D«K~»' *“ * b, ““ ““ *"'* 


ar’ 


f t h e infernal Powers of Paimon, Amaiin 0 
By the names ot tn ^ Uriens! 


n 


j offer now my 


blood 


{Qi or Chi energy) to clothe you i n 


desire 


rnv 


L l | ,\KCjrlNG THE SIGIL: 



Focus on the Sigil within the circle , make your offering there. 

Visualize the form of the Demon. 


Behemiron! I summon thee to bring me power and wisdom 

That which I desire! I am the only God that is! 

Hearken and come to my aid O serpent of darkness and 

Blackened Fire!" 


PLACET: NET ’ UNE 
4lGN*. PISCES 
NOETIC DEMONS: 

Pisces 0 - 4 February 19 - 23 Barbatos 
Pisces 5 - 9 February 24 - 29 B uer 
Pisces 10-14 March 1 - 5 Vassago 
Pisces 15-19 March 6 - 10 Stolas 
Pisces 20 - 24 March 11 -15 Sitri 
Pisces 25 - 29 March 16 - 20 Seere 

INCENSE: Amber 


Whose colors are of a stagnant gleaming watery 1 hue, and their 
forms like hideous women, almost skeletons, united to the 
bodies of serpents and fishes. 










THE OPENING OF THE ASTRAL GATE 

-NEPTUNE 

Prince of the Demons and Powers of the Adversary, 
THAM1EL I evoke thee! Be liberated and open forth thy g a l e ' 

THADEKIEL + ABRAXSIEL + MAHAZIEL +AZAZAeL 

+LEFUGIEL 

248 ~~ --- —___- - --- 


Uphold thou. Abraxas. Blackened fJ , ' iw _ __ 

H«ll "" *hade • »«d l«ve- 

,ir.- " :lil V»"'• Th«« \\ auhv, 

h ,,iiiai' , '> ■ Hail thou l.ufugiel, " h- '' h " »»»kin s 

uivdoin and night! Thadekiol thm. lHs th * »«Rht, vihn is 

. . f 1A , ' *nou adversarialsnirlui 

Spirits of Darkness », " in,s * 

S ' move and appear! 


Nieshimiron (pronouncedNttl^i-rm . v , 

Neshimiron I iiunmonth^i * ,hted * w ' 


phv G< n 


1 desses ofI darkness, thou devtmrm 

{' > ourinv succubi thnn 

C rone-age mothers arise! 


Thy women of seduction and the- draining „l 1,1, , 

life arise! 0 

By the names of the Infernal Powers of Paimon, Amaimnn, 

Egym and Uriens! 


offer now my 


blood (Qi or Chi energy) to clothe you in my 


re! 


CHARGING THE SIGIL: 
































SUM ERIAN & CHALDEAN DARKNESS 



Chaldean Magic has provided an ancient and potent system of 
sorcery with a primary focus on the underworld and demons. 
Firstly, to understand the balance found in such ancient 
cultures, the primary source of these cuneiform inscriptions 
came from the scribes of Assurbanipal, a literate king of ancient 
Assyrian times. The Demon Gods, mentioned numerous times 


as being Seven in primary power, are the foundation points 
along with the Egyptian Set and Apophis as the first \ampyres. 
The Gods of the ancient Babylonians and Assyrians were often 
complex in nature compared to Christian. theologw their 

demons were equally complex. 

The general term for Chaldean demons is Utuq, rather' 

go deeper into the concepts and explore the titles. _ 

conjure up the ancient current of Vampynsm, t e L ^ 

F of nature and ot the psxc.he.jne 

253 


be embraced as powers 












aiiite powerful more so than the a 
Maskim demon*‘ in g dual or Adversarial natures. This i s 

others, often before the word could e Ve ^ 

r nriferian current in pracu .. _ ' e n be 

" r , d. Look even to Tiamat our Vampyr, Mother, w ho 

5X* and hunger personified, yet a powerful Sorceress and 

il„ \/tr,fh<>rnf the Gods. 


Often, starting out magickians will ask me if 
Neeronomicon" is real. So many learned Magidoans are quick 
to stamp it out, saying it is merely a fictional work. My respo nse 
has always been that the outline and structure of the rituals i„ 
the book as well as the demons mentioned are historical f rom 
Chaldean in origin. The workings presented here will b e 
meaningful to those who wish to practice potent sorceries 
associated with the Adversarial current. 


CHALDEAN & ASSYRIAN DEMONS 


The MASKIM are divided into seven classes, hence a 
foundation for the Seven (leaded Dragon of the Apocalypse 
Maskim means "layer of ambushes" or "ensnarers", these 
demons dwelt in the bowels of the earth, more powerful and 
terrifying than any other god or demon class in this ancient 
magickal lore. These same demons are also associated with the 
luminaries, being "phantoms of flame" and demons "of the 
ignited spheres", drawing an exact parallel association with the 
Ioie of Ahriman creating ArchDaevas and attaching them to the 

planets, granting Aeshma or Eshm the powder of bringing and 
focusing their power. 

d an understanding that there were 

numerous types and classes of demons, all having specific 
powers. 


f f . . y hi ^ was a devil or storm demon, a rebellious s\ 

n r 31 y s P* r ^ spreads itself over a man 
powers him on his bed, drinking blood from 1 1 is breast. 

relatinn^n^ Associated with Lilith as well, this demon 
light it gives off W ° r ^ Ula rneamn 8 “Star" and is visible by 


A ,y r ic perspective an astral fiend who goes forth' * 

the astral light of the sleeping. *** f ° rth to 


from a 



VAMTARU - the Demon of PWilcnce, manifested.^ 

* Underworld, who serves Ereshkigal. This powerful de 
ble to send forth plagues to the earth and to X 



u 


-as a 


individuals. ^ 

rgESHKlGAL - The Great Lady Under the Earth", the bride 
of Nergal the God of the Underworld, War and the planet 
Mars. The Goddess of the Underworld is considered a primal 
vampyric force. In the Tale of Ishtar descending into the 
Underworld, Ereshkigal insists that she leaves pieces of clothing 
at the gates. This is one early foundation of Vampyric Magick - 
the use of clothing to drain and gather Chi or Energy. 
Ereshkigal is perhaps the shadow aspect of Ishtar, her own True 
Will or Luciferian Angel. The key to this is the process of Ishtar 
passing through the seven gates, finally to emerge and ace the 
Daemoness Ereshkigal. 

LABARTU - A Hag-Demon, associated with a Vampyre. 
UTUG-HUL - Evil Spirit 
A-LA-HUL - Evil Demon 


GIDIM-HUL - Evil Ghost 
MULLA-HUL - Evil Devil 
LILUU - Phantom (feminine) 

LILITUM - Nightwraith 
ARDAT-LILII - Handmaid of the Phantom 


LABASSU - The Specter 


eneral of Tiamat's army 


of 


KINGU - The Vampyre who was: gen _ . ^ keeper of the 

chaos. He was given the power o er . u man was 

Tablets of Destiny. It was the blood o ^ heritage as the 
made - thus empowering ° ur a 
Children of Tiamat! 












, ABAR TV - The Phantom (being the masculine or fe min 
^She HAG DEMON, 

* A 


tt ALKichani isanancient uemon-v 

akhkharu 


ampi re 


leuCHARL " ]nenMi~—- '“h'ir 

A in , class of three vampinc daemons called the 

TnKe Enormous Uruku". These beings were 
associated with the nightmare and astral plane due to their 
a t ‘ s,c natures and air-spirit bodies. The Accadran word f 0r 
Akhkharu is Rapganmekhab, the seconc is e hantom and th e 
Accadian word is Rapganme and m Assyrian Labartu. The 
Accadian name for the third called the Specti e is Rapgarunea 
,nd in Assurian Labassu. The Akhkharu, or Vampire is an 
ancient blood-drinking spirit. An interesting connection 
between the Akhkharu and devouring corpses is related 

element of Fire. 

i AMASHTU - A female Vampire-spirit of 


to the 


jt f 


THE WORM - The Legend of the Worm of ancient Sumerian 
and Babylonia presents a Vampire type serpent which emerged 
from the marshes, asking for blood to drink. Specifically, 
Marshes are considered a fetid place where demons and ghosts 
dwell, where sickness and death haunts those who drift off near 
it. The Worm is associated with the term Drauga of ancient 
Persia, being also Worm or Dragon. The Worm in this instance 
is obviously a powerful serpent-dragon who seeks blood. 
Attuning one with the Vampyre-primordial force is essential in 
align the mind-set or paradigm of the magickian. The Worm 
had association with teeth problems, when the gums bled. 
Utilizing the primal aspect of the Worm as the Vampyric 
primordial associating with self-transformation. 







SIPTU MUSHU UTUKKU AKHKHARU 


THE INCANTATION OF THE NIGHT SPIRIT 

AKHKHARU 

To cloth the self in primal darkness 

The Vampyre Magickian, utilizing the ancient current d fe 
Adversary will evoke the shade of the Akhkharu and imo 'e 
within his or her own body, once coiling in the * 

absorb it and assume its forgotten streams of * - 

nature of the predatory blood drinker ot t e 

forbidden wastelands. . 

^ ic ra l]ed Zisurru, which is 

The Circle of Babylonian Screen - inst so-called "evil" 
made of flour and acts as a boundary primal methods 

spirits. The Vampyre Magickian utism- anc j channel the 

of sorcery to encircle his being a,u 
spirit and energy of invocation into e L 







, , r »iikk L i Akhkharu or Incantation of the M io , 

Th< ' SIP n a working designed to ensorcel or gather t 

Spirit Akhkharu - to become a part ot the sorcerer. Ti 

primal shadow o (he sorcer er as a vampyri c f 0 '* 

intent is to p prs or she seeks. e 

who Will absorb the powers he 


PREPARATION 


ar ea of 
e of flo, 


m .., create a circle composed of flour in the 
'Crinkle dead matter around the circle ot n 0Ur 
S S an Ofiering to darkness. Let the hour of darkne* 
ZZh on the light of the dark or new moon The Screen 
encircle his area with the (lour and illuminate single bl ack 

Ip. 


vvt 


ndle. 


INCANTATION OF AKI i KHARU 


SAHALU AKHKHARU EREBU NAMASU BA'U 

I call forth AKHKHARU to enter to circle to come forth 

SAHALU AKHKHARU LITU ELU UTLU 

l call forth AKHKHARU in strength to rise up, to embrace 

HASU ZISURRU EREBU UGU 
Hasten to this Magick Circle a) id enter through the top of my skull 

KATAE INIM IKLIIU 
l utter the Words of Darkness 
NARBU SURBU AKHKHARU MUPAD 
Great and Powerful AKHKHARU I invoke thee 

NI-KUSNININ TU IKLII USUDRA 

/ shah transform into a vessel of Darkness for Eternity 

LAMSATIIMHUL 

Fly upon the Evil Wind 

ZIG NIDU U AHAZU ALALU ZURA-AP SATU TIRTU 

To Rise up from Desolate Places, to bind, to bite and drink their spu'd 

I am the God which Seizes man and woman 


I have gone forth from the Gra - 

- 1 \ 

To seek the blood which is the Uf e 


Tha t all forms of darkness 1 seek, like the whirl wind of 

To rise up and go forth from the Grave * 

I shall seek my victim by the web of night 

To grow stronger with the energy as the law of the talon 

] shall ride upon the evil windblasts 


1 shall go forth from the grave 
SO IT IS DONE! 
KAKAMA! 













preparation of the HAG 
1 (Labartu) 



■ hting a sin § le black Cand ' e ' USe the followin S incarnate 
Ug , alize the form being created as you call it f orth . Then ^ 

f incantation is spoken, when you feel the presence of the 
J hl L rtu , close your eyes and call it in - absorbing it completely. 
_ l uocit'HtG once this is done, ssve Lsbsrtu overcorn p<; ynn 


LABARTU! 

Demoness from the Underworld come forth! 

Issuing from the Abode of Bel 
I conjure thee Rushing Hag Demon! 
Labartu whose head is that of a demon 
Whose shape is as the Whirlwind 
Whose face is the deep shadow of the Forest 
Whose hand is claws and blades cruel and sharp 

Whose foot is siient 
Come thou forth to me! 

















Fh 


alaku labartu 

The Astral Vampyric Rite of Feeding 

The Vampvre Sorcerer may create a sig.1 representing * 

, ,lwtu, the Vampvre Hag-Demon of ancient Chaldean sor cen 

to assume tf>. astral form of this spirit and seek one to feed tr 0ri 

their Chi or Energy in the time of night 
Holding the sigil a single red candle should be lit, th 
invocation said and focus on the work. Visualize the victim. as 
you recite each line carefully and slowly, see vour astral bod, 
changing shape and rising up, going to perform the task. With 
each chant, visualize and feel the action being performed i n 
spirit, notice what you see around you, all you feel. As you 
draw in energy from the, feel it flow back to your physical body, 
meditating in vour Temple of Chaos. 


rrru utukku sutu labartu 

(Appear as Spirit form LABARTU) 


ATU 

(to See) 


BA'ARU UTUTU 

(To hunt the chosen) 

ALAKU LAMSATI SUDDINNU 

(To go forth, to fly) 

EREBU 

(To enter) 

ZARABU PARAKU 

(To Restrain, to have power over) 


R1DU 

(To Seize, to Hold) 

UTLU NASAKU 

(Embrace, to Bite) 

SAHALU USULTU 

jo draw forth from the Vein - referring to Chi, Prana 

or Spirit Energy) 

KATU PURSITU KALAPU 

(To End, to Move away , 

KU PIKURTU LAMSATI 

(Cord, reference to the Astral Cord connecting to the 

Physical Body, to fly back) 



TO REND AN ENEMY TO SLOW SICKNESS 


This Incantation should be employed with cautio^ ^ 5piritual 

perform as a curse you cam0t ^ ^Aq so meone to pensh 
Predator, a Vampvre the curses y "mfvER PERFORM ^ 
may haunt you if unsure 0 j*„°" he results can BACKFIRE 
CURSING RITE "to see if it worKS , 


GUMIINU LXi 1 L ^ j 

and cause vou much pain. Be warn 

• hnto or something P*** 1 * 

Holding a piece of J image 

P«Ur candle. 1. should * * * J£, W- 
over a black flame, you will hold l ^ ^ flam e 


1 1 * f 










„ II,. i, melted and destroyed. Bun it with fresh 

Z £*« *- *» • -» m E “ h "w» »* 

I envision their energy growing lower as 
dmm-h^ait/e .Mr continue,, weakness, sickness and Uc^ 
energy. Draw it in during du 

INCANTATION: 


The Evil Spirit within me ha tin set a net 
The Evil Demon within me hath set a net 
The Evil Ghost within me hath set a net 
The Evil Devil within me hath set a net 
The Evil God within me hath set a net 
The Evil Fiend within me hath seta net 
The Evil Hag-Demon within me hath set a net 
So that this victim will fall sick of headache 
So that this victim (name) shall fal l sick of fever 


TELAL! Thou Bull of Darkness 
TELAL! Phou who devours flesh and makes blood 

flow! 

TELAL! Who drinks the blood of life! 
i H-AL, who injures the images of the Gods! 
TELAL who begets serpents! 

TELAL, who feeds upon Blood I ensorcel thee! 

(Visualize the victim, as you recite each line carefully and 
slowly, see your astral body changing shape and rising up, 
going to perform the task. With each chant, visualize and feel 
e action being performed in spirit, notice what you see around 
you, \ou feel. As you draw in energy from the, feel it flow 
_ c to your physical body, meditating in your Temple of 




ITTU UTUKKU SUTU TELAL 


(Appear as Spirit form TElAl) 

ATU 

(to See) 

BA'ARU UTUTU 

(To hunt the chosen) 

ALAKU LAMSATI SUDD1NNU 

(To go forth, to fly) 

EREBU 

(To enter) 

ZARABU PARAKU 

(To Restrain, to have power over) 


RIDU 

(To Seize, to Hold) 

UTLU NASAKU 

(Embrace, to Bite) 

SAHALU USULTU 

(To draw forth from the vein - referring to Sp 

Energy) 

ASASU GALATU NARABU 

(To oppress, to frighten to re 

SAHALU USULTU 



H o draw forth from the vein to hold - referring t 0 

' Spirit-Energy) 

KASASU KARRU MASU IKIMU NARU 

(To cause destruction, to Drain, to Smite) 

SAHALU USULTU 


NASAKU NAZAKU NIKU 

To Bite, To Destroy to Siay) 


KATU PURS1TU KALAPU 

(To End, to Move away) 

KU PIKURTU LAMSATI 

(Cord, reference to the Astral Cord connecting to the 

Physical Body, to fly back) 


END RITE 


SEVEN PHANTOMS OF FI AMe 



SEVEN DEI\ IONS OF iG NlTEDspn ERE8 


boWif ^ rnucri m 

than others I hese demonic forces take speci f ic 1 * rlu 

animals or beasts of prey and so-called hostile elemenis TC 
description of these seven gods is as follows: 

"Of these seven the first is the South wind... 
second is a dragon, whose mouth is opened.. 



That none can measure. 

The third is a grim leopard, which carries off the young... 

The fourth is a terrible Shibbu ... 

The fifth is a furious Wolf, who knoweth not to flee, 

The sixth is a rampant... which marches against god and king. 
The seventh is a storm, an evil wind, which takes vengeance.." - 
RC Thompson, The Seven Evil Spirits 


Being powerful Daemons, these forces are antinomian powers 
which are not bound to perceptions of specific moral "good" or 
"evil", they are considered "evil" simply due to their association 
with elements and predatory animals. The Shibbu mentioned in 
later Babylonian versions presents a serpent, while the 
rampant... is mentioned as a Giant. The association with the 
Nephillim may be present here, the giants who devour flesh 

and drink blood. 


NSORCELLING THE SEVEN GODS OF 

DARKNESS 

1 welling of the Gods of Darkness is a 

" . The Vampyre Magickian 

. 1 U* 11 Hpcnme something 













BLii 




»rl 




■hi 1 ' i 

■( cm 


1 £ 




or 


tf 


it 1 Cl 


, her children The Seven Gods of Darkness 
\ the powers of the later legend of tht , 
Anocalvpse. The Circle of Screen and tracing tht 
P is not to keep the gods out - rather to encircfe 
of the ritual itself, calling it within to 
Adept mav look to the rites of the Yat„k 

despondences to the Seven and the 
created by Ahriman, given control to the 
hrria who focuses and directs their povv er 
ol the Vampvre Magickian - to control these 
,ml utilize their abvssic power to grow and 
dom and strength, thus becoming DAEMON. 

i.i't the Sorcerer prepare the rite with a bowl 
ot h(tK i flame, burn the incense of sulfur and myrrh. 
m ay be traced of flour, sprinkled with the dead 
matter of toad or bones of an associated animal. Before the rite 
begins, seven black candles lit (if space constrains, one is 
workable) and take some bone or dead matter, placing it over 
the candle or thurible, burning it. As the flame ignites the dead 
matter and it turns to smoke recite "ba nam i aharman" and 
"DRUI-I-NASU’\ sanctifying the working to the spirits of 
primal darkness. 

Use a rope or beads which are seven in number, touch each 

.luring the invocation. 

INVOCATION OF THE SEVEN GODS OF 

DARKNESS 

THE OPENING OF THE ABYSS 

1 OPEN FORTH THE GATES 
ZAZAS ZAZAS NASATANADA ZAZAS! 

Raging storms come forth from the abyss’ 

wd 

I call thee Seven Gods of Burning Spheres! 

I call thee Seven Gods of Malevolence! 

I^call thee Seven Phantoms of the Flames! 


IN 


I call thee Sev en Phantoms of the Celestial Spheres! 

•y aM TAR OPEN THE GATES TO 1 Up ABYSS' 

VOCATION OF THE POWERS OF THE 

ABYSS 


Spirits of the Abyss 1 conjure thee! 
t h e depths of the palace of the Abyss 1 call thee! 

X * 

Male they are not, female they are not! 

the midst of the abyss is their path, against all others! 
i powers of the darkness 1 call thee. Rise up as I ensorcel thee! 

L i 11. * r i j 

Dragons of the Abyss, of timeless existence 1 call thee! 

U is m\ Will for us to become ONE in my Circle! 

NA MTAR BRING FORTH THE POWERS OF THE ABYSS! 

Spirits of the Abyss REMEMBER! 

INVOCATION OF THE POWERS OF THE 

AIR 

Spirits of the Empyrean I conjure thee! 

Seven Spirits of the Air, who rush forth where they wish, 

Where no man nor woman may bar entrance! 

Who seek the beds of sleeping at Night. 

Who devour life by Day! 

1 ensorcel thee Seven Powers of the Air! 

For we are as One, the Powers of Darkness and L.ght made 

0NE! , 

Mighty’ winds which hunt in the 

rhick clouds of darkness who make twi ig 

thee! , , 

, m over the Day, I summon thee. 
Gusts of Winds who cast gloom Surnm on thee’ 

















From the Heights of the Empyrean to the Flash of Lightning ] 

call thee! 

Arise to me, that NONE may oppose me! 

NAMTAR BRING FORTH THE POWERS OF THE WIND! 
Spirits of the Powers of the Air REMEMBER! 

INVOCATION OF THE POWERS OF THE 

INFERNAL 

Spirits of the Infernal I conjure thee! 

Thou Spirits of Caves and the places of the Black Earth I conjure 

thee! 

Mountain Spirits I call thee, resting where the light does not 

touch! 

Maskim, thou ensorcellers of power who dwell in the Air! 

Gigim, thou powers of darkness! 

Utuq, thou powers of the desert! 

To the Seven dwelling in the Dark places. Smell the Dead 

Matter! 

Hearken to the Smoke! Come thou forth! 

NAMTAR BRING FORTH THE POWERS OF THE INFERNAL 

REALMS! 


REMEMBER 


INVOCATION 


earth 


Spirits of tlie Earth I conjure thee! 

Se\ en v\ ho go forth upon the Earth I conjure thee! 

_ n "ho proceed from the Earth I conjure thee! 

Wh ° Unfold ther nselves in the Earth 1 conjure thee 
R BRING FORTH THE POWERS OF THE EARTH: 
Spirits of the Black Earth REMEMBER! 


^VOCATION OF THE SPIRITS OF WATER 

1 Spirits of the Water I conjure thee! 

Thou Depths of the Ocean and places of Water do you sleep! 

I summon thee Daemons of the Depths! 

Dragons of the Depths do encircle me and rise up! 

I conjure thee Spirits of Water! 

N AMTAR BRING FORTH THE SPIRITS OF THE WATER! 

Spirits of the Depths REMEMBER! 

INVOCATION of the seven daemons 

OF DARKNESS 

Seven are they! 

Powers of Primal Darkness! 

Thou greatest powers of the elements and the Underworld and 

Heavens! 

Thou Grea t Ensorcellers! 

Thou Great Vampires and Devouring Beasts! 

The Seven who proceed from the Western Mountains. 

The First who is the South Wind! 

The Second who is a Dragon whose mouth devours. 

The Third the Grim Leopard, who carries off the Young 
The Forth the Terrible and Fierce Shibbu theSe ^|^J 



Th« Fifth the 

The Sixth who isa Rampart Leas 

other Gods and Kings. 

_ . fhe Evil Wind who came 

The Seventh who is a Storm, t y 



Storms of 


Evil 1 Summon thee. 


Might Ch 


Storms “•" ' Na mtar, summon 

Children, Messangtts —- 


thee! 







Throne-bearers of Ereshkigal I conjure thee! 

Seven Evil Gods! 

Seven Evil Daemons! 

Seven Vampyric Immortals! 

No door may hold them back! 

No Window may keep them out! 

Like Serpents they slither! 

BA'U GALATU BARARU NASAKU! 


PART SIX: 

a brief l xicon of vampyre 

SPECIES 












lexicon of vampire species 


it ls one 


based 


On the 


„ . logical dictionary. 

This is not ■' ,,tcra " , fosed on the magickal workings here 

Vampyre concepts which are Msec o 

ADZE - An African Vampire spirit who tr av els in the form of 
CO This Vampire is said to go forth to graveyards and i n 
l flre nlle in this fierv form, when deciding to teed it takes the 
hC ' fa human with burning eyes and a bloodred mouth. An 
snaltmpvTe mav take several forms during their projection, 
manv are aware of their predatory state while some do it 
unconsciously. Adze is a useful manifestation for the Vampyre 

auickian to assume. 



_ a Chaldean and Sumerian Vampyre spirit 

associated with the ancient demonology of the region. The 
Akhkharu is a black magickal state of self-transformation into a 
spiritual daemon which seeks prana or chi from the sleeping in 
a dreaming state. 


ALGUL - An Arabic grave haunting vampire, who devours 
corpses and drinks blood. This word is related to ALGOL, the 
dual stars - Algol the Burning chaos star with the inverted 
pentagram, relates to the powers of the Adversary and the 
Luciferian who is able to tap into and wield this force. 


ALUGA - A powerful Vampire demon associated with Aigul, 
this name means ' Horse leach". Some consider the Aluga to be 
a powerful demon-vampire. 

ALP - A German vampire spirit who torments the dreams of 
men, women and children. The forms of the Alp are many, it 
has been known to assume the body of a cat, a demonic-dog, an 
o lad\ (hag form) and even a pig. The Alp is the type of astral 
vampyre which is assumed by those seeking to feed from the 

°u k reat h of another. It is mentioned in "Cter 

its tnncM ^ u- l* en ters and drains a human by using 

within Tf 6 ^ r C Comes a s erpent and drinks from the spirit 
• is a so known to drink blood in dreams from the beast 


. M nan, nipples and more. The Alp also terrorizes 
f ^ * L !ith lt5 eyes, which burn with unnatural light. 

■ i . * i * 


1 - ‘““gfu. 

jgepci u 

? TOVIOAT - Astovidat is known in Ancient Persian lore 

A- p m Go d of the Wind who carries the breath-soul away, 
the tv 

r . 1 TAT * 1 * * t i 


tv A NG - A vampyre from the Philippines who is a normal 
& . person during the day, at night will go forth with the 

a PP ea , .f fc-i find a suitable victim. It's tongue elongates i 


ring person aunng tut uay, cu mgm wm gu iurai witn tne 
a PP ea ^rds to find a suitable victim. It's tongue elongates and 
alti 0 b | 0Q j f r om the sleeping human - it is said if the Aswang 

-ks tht 1 shadow of a person he or she will die soon after. 


gAOBHAN-SITH - Scottish Female Vampvres, they seduce 
nen and drain their blood. 



, m jTA - All Indian Vampire which is born from a cruel 
It wanders at night and searching for blood. It is also said 
, reanimate dead bodies. Traditional Vampyre Magyars 
iay US e a form of Necromancy to gain commumcahon with 

iades of the dead. 


lades ol the dead. 

RAHMAHPURUSH- Cruel and Aghomtype vampyres 

ho drink the blood from the sku anc LOni ’ j ^eir bodv. 
le face, often dancing with the ^^ t0 

hese Indian Vampvres may e ^ eir energy and 

evour the souls of their victims, drawing 

ower accordingly. name means 

IHAYANKARA- Tibetan vampires 
awful 


// 


U IU oe Utst-cuuv.c ^— , u_,; r 

be red haired, like "Judas ■ eL 


said 

; red symbolic 



Vitch and Satanist. They 

the Egyptian Set and 

e their victims and dr3 '" D e V Tl's Stigmata' as an^ 
iving on the corpse the blood of Chi 

arks the coins of silver g' v en hters of 

uni ,c * Vampire WomeiW J y 


# ■ , * j 


















O' 


nnwerful astral travelers who using the phases ( 
Vampyres ve po w feed on the energy of others durin 

the moon, nun go 

night hours. 

ERESHKIGAL- Queen of the underworld, bride of Ner ga |. 
She held association or power with the Seven Demon-Cods 0 f 

Ancient Babylonia. 


HECATE - The Witch Mother Hecate sometimes spelled 
Hekate. This is the Goddess of the Underworld; she is the 
power of the Crossroads, relating to the Goddess. Hecate is 
considered to originate from the dark aspects of the Moon 
Goddess Arthemis. Hecate is associated also with Mania and 
Medusa, she has snakes in her hair, she holds triple aspects of 
the Moon as the Maiden, Mother and Clone. Hecate is shown 
with Torches; she is bound with the Manes, the shadows of the 
dead and guides them with her Blackened Fire. Hecate is a 
Vampvre Goddess, like Lilith. She drinks the blood of the living 
and enjoys the howling ot wolves. 


LAMIA - i.amiae were considered to be ancient vampyres 
who had the power of removing their eyes. They may appear as 
lovely women to young men who they seduce, then devour 
them. Lamia are also called Empusas and Laruae. Lamiae are 
also called Struges which are vampyre birds of ill omen, who 
drink the blood of children lying in their cribs. 


MOROII - Being blood drinking Vampires who are able to 
shape shift into a variety of Willed forms such as a wolf, dog, 
cat and human. They are able to integrate into society and 
olldore mentions their flesh was inhabited by demonic forces. 

dpmnn^^ ^ greek vampyre who is considered a hideous 
demoness, associated with Hecate. 

NACHTTOTER- "night-killer" representing a vampire 
associated with nivht J j. ^presenting a vampire 

darkness 1 nnking the blood in the hours of 


5S^5S^be 0 born d T 

2tT~ --l_^nwith a caul. The 


I-items, the 
caul is also 








, wit h Cain (being red) and the witch. The Nachzehrer 
e death occurs and will first tear at its shroud and 
eflierg es L from the grave. If it is unable to it will feed on its own 
VP* 3 ** 


’ lMTOTER- a name meanin S "Nine killer" and 
pfE ^ j lts that it takes nine days and nights for the body and 
rep resen transform into a vampire in the grave, before rising to 
5p irltt ° jjfg blood or energy. Vampyre Magickians and 
c 0 nsum e have used the Ritual of Druj Nasu for Nine 

Yatukih borcereia 

pays and Nights. 

LoSFERATU- plague carrier. Associated with Vampires. 

CUPATI- This is the Lord of Herds, being a powerful 
ninire who is the chief of ghouls and vampires who prowl 
'hces of execution and burial places. Pacupati is the ancient 
name from Mrityu, death and the modern attribution SIVA. 

PFNANGAL- A Vampire Witch who has died in Childbirth 
L i who comes to drink the blood of children and takes die 
form of a corpse-like face with many bloody entrails dr gging 

behind her. 

PANANGGALAN- A monstrous vampire which^a-^ 

ecstasy from drinking the blood ot c i Lien ' id t0 ^ kept 
of women at childbirth. This Indian fW^Vrooms of 
away with the custom of placing t orns _ doubt re lated to 
houses at the time of birth. This vam PV® _. be j n g drawn 
the spirits of Lilith or in India - tic 

to the blood of youth and men. transform 

PRICOLICI- A vampire that uses a moo n. From a 

into a wolf. This spirit drinks blood f and feminine 

modern perspective, this ie a ^ es 

vampyrism - involving blood rites. ab [ e to assume 

PRICULICS- A Wallachian vampire « 






jm 
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Known as of Ill Omens, Singes drink the 
iving in then- cradles at night. Strides ln , 

Vampyre Magickians whn take the tortn of 

forth and! drain astral energy by night. 



& 








H- strigon laria ted with et il spirits who tal» 
at night in Romanian folklore it is sugg 0stft1 

ssociated with "Strega which is a "Witch", 
to the primal Lilith and Labartu. 



drawing a*»! 

UPIFR- A PtoUrfi Vampire which holds a unique perspective 
on vamptrtanL This is a nesting v ampire who builds a nest in a 
tomb or other safe area I he Lpier is not a mindless vampire, 
rather its intent is to avoid detection and move among the living 
to gain the substance it requires. The l pier feeds during the 
davliebt fiours and operates between noon and midnight. Once 
it returns to its nest, it is said to fill its basin with blood and 
sleep in the liquid. I lie VNampir is also an associated vampire, 
having a forked tongue which it uses to feed from its victims. 

n u 

VARCOLACI- The Varcolaci are astral vampires associated 
who are shape shifters. Thev are able to assume many different 

m 

forms and are associated with the astral plane. It is written in 
Romanian folklore that Varcolaci are able to assume various 
tormv from small wolf-dragon spirits, winged ghosts or goat- 
legged demons. The cosmic \ ampire Varcolaci are said to be 
results of when a woman spins her thread in the dark, if casting 
spells when the\ are working. This is a bridge for the Varcolaci 
to wander through the portals of the cosmos. Folklore maintains 
t Varcolaci or S\ arcolaci drink blood from the moon and 

the \ tT ' ^ rom a modem Vampyric Magick perspective, 

ac ^ assume astT al form to gain energy from sleepers, 

mio r l m I m00n ' The U 8 ht of *e moon serves Varc ' ' 
from it e 'amp\re yet it does not necessarily drink 

Slovenian ^Vam ^ V [ 0 URDALA K, VUKODLAK 

the second part re^iT 0Se P art °f the name means " 
_^|WtmU^,o hair. The Vourdalak or " 

— ' o —-__ 




J vampvre w loch can assume the form 0 f . , 

•jldng the form ot a fierce and ravening wo |f *' l’ rp 'laU.r. 



Since the emergence of the Black Order of the Dragon 
in 1993, there have been specific workings conducted 
with encircle the nature and spiritual foundation of the 


Vampyric Path in reference to progressive and self- 
developmenta 1 Magick. 


The Vampyre Tarot is a presentation of the primal 
energies associated with the spiritual self-liberation of 
the Luciferian path. It is, without doubt, the core 


foundation of the Luciferian mind - that all beings 


grow stronger from consuming energy in one form >i 
another. 

Vampyrism is accelerated in its development t pTme 
from the direct instinctual drive of the True V\ ill or as 
Luciferians call it; AZAL'UCEL, The Daemon or 
Magna Mater Daemonum. Once in communication 
with your Daemon, you will slash through uai). 
Simply put, it will not exist any longer. 



TH, „ presen led here only 

many possibilities for this type ^ wjsh of the 

it evokes the primal nature an ^ mov 
sorcerer. The spirit itself shape _ ^ ^ night when 
the fluid space of the astral p _ 


es w 



279 














, • a ; e free to rise and expand unto its desire, the 

m " Laws to drain energy and to use it to 
vampyre god or goddess. 

f SLe ' ld the Daemonic Feminine which taught us the 

the vampyre, to Will life everlasting. Without 

restrictions of the common religions of the day, the 

Vampyre or Luciferian was in the background or 
working through the mainstream, directing his or her 

will accordingly. 

To understand the nature of the Vampyie, the mind 
itself must define, associate and affirm the vampyric as 
not simply some unnatural or perverse paradigm, 
rather a natural wiring of his or her mental state. The 
Vampyric perspective is actually healthy and 
encouraging to the Mind wishing to continue existing 
in time. 

As seen here, the illustrations for the Vampyre Tarot 
will prove evocative, haunting and stir emotions 
usually kept in a dark place. 


It is important to think in terms of the Vampyre as the 
! p of the food chain - literally. Model your own 
initiation after the Gods - Hecate, Az-Jeh, Ahriman- 
Samael, Aeshma and all of those forces present in the 
Abyss and the world around us. Embrace them as a 
part of yourself and command your desires to flesh! 



HIGH PRIESTESS 

Thomas MacDonald, Priest Marchozelos 


The Order of P 


hosphorus/ Black Order of the Dragon 


i lie v r I I - , 

i f • nf the ancient world 

Goddess perceived as the beauj ^ predatory wraith 
:e, Rome yet she is also the huntiess, K — ltcolf mav 


:si 































. of night. The Goddess Az, 
to drink deep of the mystery the power of night and 

shown here is the primal <wlMn e» in time, 

the desire for imm° r « ex _ ^ how you consider all the 
Meditate upon the P the night and rising forth into 

options m . y ° url ‘ war the mind of the Vampyre to a great 
darkness vvilU P ^ ^ freedo m of the dream and 

commanding the nightmare will bring much energy to the 

Arich Mds y theory Tower of the Moon she is the Triple 
aspect blended into one shade of instinctua hunger and desire. 
Her face, strong and classical, intends the idea t la somethings 
are spoken plainly as some are implied. This is the nature of 
ini Ha Hon - the Daemonum Mater communicates \\ it i the Black 


Adept in such a manner. 

The Luciferian Tarot presents The Crone as the Earth awakened 
sorceress and witch, her eyes burn which betra\ hei fiail form. 
The shadows of her wraithlike and theronick shadow serve her 
accordingly. This image is Az ascended, the spirit not bound. 

It is her Blackened Fire which is shared with all beings. She is 
also the taker, she will drain those who are not of her blood 
during the hours of night, for she is the Bride of Ahriman or 
Samael. 



THE BLACK SUN 


Thomas . 

The Order of Ph “P h ^®E ness and the consummation 
rein is the fragmentation ot „ t he Vampvre 

Blood and the Nightmares whu , hand in the night 

gickian. Who drinks from the Cup c shaU a waken as 

umes the form in which to r - 








































beholding the inner fire like never before This image, tw 0 

who have transcended tlesli - the Goddess 


beholding tne inna . 

aetheric forms who have transcended flesh - 

ushers forth her children, those who take the iron crown of t he 

Vampyre, whose hungers are made manifest m this world now. 

Her Forms are many, the Black Sun awakens the Vam 

Magickian to see beyond the veil and to i ise up throuef 

abyss. 


Pyre 
u gh the 



THE EM 


Thomas MacDonald, Priest Marchoate 


The Orde 


l0mdb 1V , , nl , . t order of the Dragon 

?r of Phosphorus/Black Urcier c 


, „ 4 immortal rises through the 

The stately Goddess, timeless w is the life. Her 

«r,.l io.aw"' 

sigii, L skuii of ^*££5 » ■*“ 

Goddess Lilith - Az, presents P - 



















Vampyr/Wampyl ri by Karl NE 
















To Nightmare Darkness 
Passions and Hunger defined 
Send forth thy body of shadow 
That none may see nor hear 
Only the clawing against windows 
Entering and hovering above 

Them embrace 

When the forces of chaos expand 
Who controls it shall be the eye 
Immortal Varcolac 
Death may no longer touch 


RITEOFTHEMOROII 

THE VARCOLAC CULTUs 



The Black Adept or Vampyre Magickian may seek to utilize the 
shadow-substance of the astral plane to further expand 
consciousness. The Adept must seek to move bevond all 
concepts of absolute or “good" vs. "evil" as these have no 
bearing to the process of self-transformation. The Vampyre is to 
reach deep into the subconscious to cloth the astral body or 
shadow in the Therionick forms, representing our primal 

nature. 


Rituals concerning sexual vampyrism are beneficial to the Black 
Adept who is able by force of Will and the discipline of control 

to drain through this type of contact. 

The Moroii are associated with Romanian folklore an ^ 
vampires who after death are reanimated by emoni ^ 
The legend of Moroii is that upon rising such as a 

death, to shape shift into a variety They are able to 

black cat, dog, wolf, horse and of W ^ w return to their 
integrate back into society an oners of screen- and 

graves for a period of time. T > ^ cause 

are able to utilize n y hlv, ’‘’'Te bleed they need. 

house to sleep while they drii 

From a magickal perspective, 

Magickian who upon initiation 

/«i i \ i * .domniiif forces 











, i . work within society (life, family, career, 
elfyefbat the power to shape shift (astral projection, control 

tfZ\ highly knowledgeable in the application of the 
Kenneth Grant, ft g ; ifical iy from a Thelemic point of 

» *. r™» "* " ,p ' of *** * 

Cults of the Shadow: 

"The shadow survives the bodily death of the individual 
for a comparatively long time. It lives on as the pttris or 
°anes, ancestral spirits that respond to magical 
evocation. If the shadow is strongly developed and ,s 

under the control of a black mag.c.an, it can be 
nroiected into the aura of sleeping people and obsess 
Lm with sexual fantasies that can drive them to 
madness and suicide. It is then withdrawn by the 
vampire who dispatched it and he nourishes himself on 
the energy which the shadow has 'collected'."- Kenneth 
Cults of the Shadow 


The Vampyre Magickian does not relate to physical death in 
this process, rather the Adept seeks to elevate and cause the 
astral body to assume the shadow form to go forth and feed on 
the aethvric while sleeping. This type of nightmare soiceiy, 
mentioned previously causes numerous visitations and often 
horrific perceptions by those involved. 


Sexual Vampyrism is often misunderstood and underrated in 
terms of practice. What modern practitioners of Magick must 
understand, the left hand path is not destructive - rather it is 
more self-creative and preservative than the right hand path, 
this being the case due to the survivalist inherent will of the 
independent mind of the Black Adept. Aleister Crowley was 
indeed a powerful thinker who brought the system of model n 
magick to the forefront, yet stopped in his tracks when it came 
to comprehending the nature of the Adversary. 


\ cunputr ueLumes 


obsessions that lead to hi inevitable a ^ With st — 
prolong his mortal But he may 

normal life-span, and, after death he Y' 5 beyond the 
greater menace when his shadow is „I an even 

physical body." - Kenneth Grant, Cults of the^hadoT ‘° 



a 


While the Vampyre Magickian can become charged with sexual 
obsessions, these can be controlled by development of discipline 

and practice by the Black Adept. This process, outlined in 
Ahrimanic Yoga, centers and focuses the daemonic forces 
aroused by the Shakti or Az-Jeh (i.e. Lilith) so that they are 
creative and self-sustaining rather than destructive, The 
Vampyre Magickian, with speculation of the outer mysteries of 
the BOTD, are said to exist separate from the body after death, 
existing in the astral plane. Some may seek to align their own 
shadow with anothers' consciousness that upon physical death 
thev may survive. Some consider this act barbaric and evil, it is 
just a process of the Luciferian to ensure survival and self- 

preservation of the psyche. 


extreme paradigm 

_ ■ * „ 1 TV _ J a A- ■** 


The Spiritual Predator 

r . * t * 1*1 


The Vampyre j» “L£S 




overmasting 

grimoire will oirei .“ 
element of predat ry P 

Luciferian is not Lte - * is is .°. 

with the methods des Magick whid 

course an extreme 8 11 ® proceed at your 
requires restraint an 












the rite cultus varcolac &MOROI, 

Feeding and Projecting through Night 

... "Formulation of the Shadow after a settling and 
Prepare with F . Yoga. The Vampyre will seek this 

focus session of Aftfim ^ fo extend the shadow body 

rite to lav founds r amoun te of time. You will want to 

outside the surrounding of your desire - it may 

fa temple, a graveyard, an underground cavern or a tower of 


tarknp 




UTILIZING THE SIGIL 



Focus on the sigil before, this is Bathory ensorcelled by 
Moroii and Streghoi - the powers of Life and Undeath 
- the Vampyre Ascended. 



W 


As you are able to rise up i n t h e shadow b a 
to project into the form you desire - be it Th '* “ n ° w the 
whatever you desire is. Perhaps you fancy Angelicor 

oatyr from one of the Witches Sabbat ill,,!" 8 * form nf a 
Osman Spare, perhaps it is your pit bull nr tl0ns of Austin 
toto,to. you ,,„d „ - 


While sitting in an upright position, you may use some subtle 
and ambient music which will guide you along. Going forth7s 
shadow requires significant attention. 


Upon raising it allow yourself to go out of your window. Some 
Black Adepts are able to project outward quickly and go 
through the Qlippothic spheres. Ensuring your body of 
darkness is protected by discipline and will, go forth. 


II. SENDING FORTH THE SHADOW 


/\s projecting into the chamber of the individual you desire, you 
mil want to specifically be around them more - this is a 
working which allows longer periods of rime outside ot the 
body, seeking patterns and control to enter another 

consciousness. 


onsciousness. . , wnrkines or spells to 

the individual in question has uhhze d P efen5es 

eep a force out - it is not impossi you will need to 

ased on the strength of the i a 8' ^ strjke down what 

isualize a beast like talon as you yfofockians will 

are hindered by. Often, » t0 stri ke down 


,u are hindered by. Often, VffljW* - , 0 stri ke down 
rth shadow servitors first to gam entry 

Senses. . en ter the aura and bo > _ 

le Vampyre may wish * sic ^ ^ *«, be . 





U ^ know you unless it is your desire. Within 
do not allow them ' n there are methods to actually 

the Black Order of t © the mind storm of the 

cloak the body of shado^nd^ ^ he 

sleeper if they ** t dangerous techniques to devour 

Vampvre may i»e harm the projecting the shade. 

much of the conscious w men 


azagastu ilu limnu 

Black Magickiati of Chaos 

AZAGASTU ILU LIMNU - Deific Mask of the Vampyre 
Magickian, utilizing Sumerian gnosis to mask chaos into order. 

We find in Babylonian and Assyrian mythology reference to an 
old God called Azag-As-Tu, meaning Lord Azag, Enchanter or 
Incanter" which relates to a genius of plants. "Tu" is a word for 
Enchanter or Sorcerer. In modern interpretations, the Vampyre 
may relate this God to a Lord of the Earth, who is 
knowledgeable of the path of sot eery. Ili Limnu is an Evil 
God" who was considered to be originally a powerful daemon 
of Tiamat's brood, which could not be converted or redeemed in 
Marduk's war. 


Magick and Vampyrism is successful when the imagination of 
the Sorcerer is able to be set free, in a non-restricted sense, in 
utilizing invocations and a paradigm of focus, the imagination 
may empower the working with creative design. After all, 
creation is a power of the Luciferian. 


Using this type of visualization ritual will align the Will and 
intent of the Vampvre to the shadow workings of the path. 1 he 
use of Azathoth" from the Cthulhu Mythos and Necronomicon 
clearly presents a focused, energized modern archetype - 
entirely useful and powerful unto the mind. 


Visualize yourself as the Eye of the Immortal - the Vampyi 

ascended This is the psyche liberated from flesh, the Daemo 

and Mind as one 


THE EYI 


^GASTU IUJ Umnu 


Speculation of the I mmortal ^ 

Possession and Devouring 11 SpUit 




The Sigil of Azagastu Ilu Limnu 


r I U . 1 T '“V L' Cl 






yourself in its prime 
ui what makes you 

iVip social condition - 















-pi ri-^l- Adept should utilize lmaginatioi 
spiritual being. Th _ P w here the spirit may 

p| ,„ «,«d ta*d „„ , 


our 


ionic 


»n to 

create a seeming temple or based 

Visualize voursoh beautiful Luciferian palace filled with 
desire II mi' . . cente ring on vour being. It may be 

rs2f-— * *»• 

imagery. 

Take away your form, feel it fade - your physical body, y 0Ur 
arms, face until you are nothing but a mass of darkness. This 
shadow may form and protean shapeshift according to the 
moment - beast, serpent, bat, a combination, rabid dogs, wolves 
or anything meaningful to your therionick desires. Call the 
shadow back to chaos and darkness, much the Sigil. Visualize 
v our psyche, spirit or burning eye emerge from the darkness - 
this is everything you are as an individual, your spirituality, 
your mental strengths and vour singular desiie to continue 

existence in time. 


Become AZAGASTUILU LIMNU - the Azothoz, the first of the 
Circle of Sorcery, the embodiment of Samael and Lilith, of 
Leviathan, of Ahriman and Az-Jeh - you are the hungering 
chaos from wills itself from the abyss. 


You will want to spend much time in a disciplined manner 
every week with this image - vou must fully transform yourself 
via imagination through the astral plane - crystallizing this 
essence of you. In times of physical sickness you will want to 
focus on this sigil and eye at every moment possible - the idea 
is to Will yourself into continued existence. 


Peter J. Carroll wrote in LIBER AOM concerning the reference 
of The Black Rite where consciousness may invade another. The 

J 

Vampyre Magickian, if seeking to continue on the earth plane 
may attempt this practice by the use of this rite - focus on an 
individual whom you may know well and slowly project 
yourself outward continually to them. As mentioned previously 
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' ‘dll it 



periods of time will become easier r‘«j«cong out fa, 

mind of another - this practice is con Zll f* eMer 
may become enveloped in magickal ^, da ( ngerous 

invade their consciousness. It mav be nr-,v *; k from f 

death you may enter you vessel tally and^Mo 

and devour much of their consciousness. * * 



If the Vampyre Magickian chooses this path or focus 

want to have no reservations about it - invade ana a 

accordingly. Obviously there is no guarantee to the outcome™ 

if you will be able to enter - the stronger the individual the less 

likely you will be able to attain penetration into 
consciousness. 
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Michael W. Ford, Akhtya 

Self-portrait as Drauga, 

with Arashk 















By Abyssic 





Perfect in dnrkness 
When night embraced 
When shadows came to me 



To join the family 
Bound in corporeal bodies 









